The  assessors  of  cities,  shall,  on  or  before  the  fifteenth  day  of  July 
in  each  year,  and  the  assessors  of  towns  having  oyer  five  thousand  in- 
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that  they  are  voters  of  the  ward  or  town  in  which  such  person  desires  to 
be  registered,  and  tliat  the  statement  of  the  applicant  is  true. 

A  male  person  who  becomes  a  resident  of  a  city  or  town  after  the 
first  day  of  April  and  desiring  to  be  registered  as  a  voter,  shall  present  to 
the  assessors  a  statement  under  oath,  that  he  has  been  a  resident  of  such 
city  or  town  for  six  months  immediately  preceding  the  election  at  which 
he  claims  the  right  to  vote,  and  shall  produce  before  the  assessors  two 
witnesses,  who  shall  testify,  under  oath,  that  they  are  voters  of  the  ward 
or  town  in  which  such  person  desires  to  be  registered,  and  that  the  state- 
ment of  the  applicant  is  true. 

If  the  assessors  are  satisfied  that  such  statements  are  true,  they  shall, 
in  the  first  case,  assess  such  applicant  for  his  polls  and  estate  and  give 
him  a  certificate  of  assessment,  and  in  the  second,  give  him  a  certificate 
that  he  has  been  a  resident  in  such  city  or  town  the  six  months  preced- 
ing such  election;  but  in  Boston  no  person  shall  be  assessed  as  above 
provided  later  than  the  first  day  of  October. 

Special  meetings  for  the  purpose  of  assessing  any  polls  which  may 
have  been  omitted  in  the  assessment  of  April  1,  will  be  held  in  the  months 
of  October  and  November. 
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Arranged  by  Wards  as  established  by 
order  of  the  Board  of  Aldermen. 
Approved  by  the  Majyor. 


Printed  under  the  Requirements  of  Sec.  17,  Chap.  835 
Acts  of  1913. 
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CITY  OF^  WALTHAM 

WARD  1 

List  of  All  Persons  Resident  in  Ward  1,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

PRECINCT  1 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
eft  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


BACON  STREET 


House  No.  Name  Age 

141/2  Cobb,  Richard  A.  21 

UV2  Cobb,  Reuben  H.  54 

16   Allen,  George  Harold  29 

16    Allen,  Herbert  B.  52 

20    Gragugorio,  Carmino  21 

24    Wilson,  Francis  24 

24^  Carter,  J.  Lester  29 

32    Brackett,  Edward  J.  75 

36    O'Brien,  Thomas  J.  36 

38  Breault,  James  50 
SQV2  Thompson,  John  T.    .  42 

rear   SSVs  Hall,  Ernest  35 

40    Bailey,  William  A.  25 

40    Bailey,  William  H.  72 

48    Barry,  William  J.  48 

52    Barry,  WilHam  P.  25 

56    McKernan,  James  55 

56    McKernan,  Hugh  J.  22 

58   Gallagher,  Michael  O.  41 

64    Frazier,  Ernest  J.  54 

64    Frazier,  Ernest  Leo  26 


Residence  April  L  1917 

o.  c. 
o.  c. 


Newton 
5  Grant  St.  PI. 


Occupation 
clerk 
clerk 
student 
cashier 
laborer 
W.  w.  CO. 
salesman 
retired 

emery  wh.  emp.    84  Bacon 

laborer  10  Mechanic 

Hood  rubber  co. 

glazier 

tel.  emp. 

physician 

salesman 

foreman 

laborer 

clerk 

drug  clerk 

W.  w.  CO. 

E.  Howard  w.  co. 
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House  No. 

IName 

Age 

Occupation           Residence  April 

64 

Gallagher,  James  F. 

42 

salesman 

66 

Bond,  George 

20 

buc.  fact.  emp. 

74 

Dunn,  Osmond 

4S 

driver 

74 

Furn,  Harry 

28 

emery  wh.  emp. 

74 

MacDonald,  Ronald  J. 

50 

driver 

40  Spring 

82 

Brown,  Thomas,  Jr. 

23 

laborer 

82 

Brown,  Thomas 

58 

laborer 

40  Spring 

82 

Brown,  Joseph  F. 

20 

inspector  gas  co. 

4U  bprmg 

rear 

82yo  Ellis,  Arthur  R. 

30 

grocer 

84 

Cormier,  Falien 

58 

laborer 

1  Munroe  I: 

86 

O'Connor,  Patrick  J. 

55 

laborer 

86 

O'Connor,  Thomas  P. 

25 

clerk 

88 

Totten,  Harry  H. 

51 

ice  dealer 

90 

Coleman,  John  J. 

36 

salesman 

92 

Earle,  Peter 

35 

city  emp. 

School 

92 

Flannery,  John 

69 

laborer 

92 

Glynn,  Patrick 

37 

driver 

94 

Murphy,  John  W. 

41 

merchant 

rear 

94 

Fahey,  John  J. 

37 

driver 

rear 

94 

Marron,  John 

49 

loom  fixer 

96 

Kearns,  Patrick  J.,  Jr. 

34 

dial  fact.  emp. 

96 

Dore,  Guy  E. 

38 

box  maker 

96 

Kearns,  Patrick 

75 

laborer 

98 

Bates,  James  H. 

35 

U.  S.  arsenal 

98 

Mitchell,  Thomas  J. 

36 

core  maker 

100 

Mitchell,  John  J. 

33 

machinist 

102 

Lamb,  William  H. 

38 

driver 

104 

Carroll,  Hugh 

35 

carpenter 

104 

Carroll,  John  F 

32 

clerk 

Middle 

rear 

110 

Veno,  Alfred  J. 

30 

carpenter 

reaV  110 

Ohnemus,  Walter  E. 

24 

tallyman 

rear 

110 

Ohnemus,  Edward  A. 

50 

laborer 

112 

Thompson,  William  J.  Jr.  23 

r.  r.  emp. 

112 

Thompson,  William  J. 

65 

laborer 

112 

Thompson,  John  F. 

39 

emery  wh.  emp. 

rear 

112 

Starmer,  William  J.,  Jr. 

25 

fireman 

114 

Lindberg,  Axel  E. 

44 

coachman 

107 

Moynihan,  Dennis 

43 

laborer 

105 

Hagarty,  James  A. 

44 

W.  w.  CO. 

103 

Sanford,  Fred  P. 

46 

laborer 

0.  C. 

101 

Corbett,  John  J. 

3i 

chauffeur 

99 

McKenna,  George  E. 

43 

W.  w.  CO. 

99 

Hagarty,  John  J. 

47 

Metz  CO. 

99 

Hagarty,  Edward  J. 

43 

clock  fact. 

97 

Costello,  Thomas  W. 

53 

blacksmith 

87 

Malloy,  John  J. 

20 

chauffeur 

126  Pond 

87 

Malloy,  Patrick  F. 

42 

teamster 

126  Pond 

83 

Maloy,  John 

46 

teamster 

77 

Manning,  William 

29 

dial  fact  emp. 

75 

Kelley,  Peter,  Jr. 

45 

emery  wh.  co. 

73 

Lamb,  Richard 

35 

mill  emp. 

WARD  1,  PRECINCT  1. 


5 


No. 

Name 

Age 

Occupation            Residence  April 

73 

Jones,  Willard  F. 

37 

pani  Lci 

71 

Carroll,  Robert  H. 

42 

machinist 

59 

Donlon,  Thomas  F. 

28 

cutter 

59 

Donlon,  Joseph  S. 

29 

clerk 

59 

Donlon,  John  R. 

3U 

clerk 

59 

Larkin,  James  B. 

51 

blacksmith 

59 

Donlon,  Andrew  A. 

32 

W.  w.  CO. 

39 

Stanley,  Frank  E. 

85 

retired 

39 

Smiley,  Kenneth  W. 

27 

milk  man 

/ 

29 

Warren,  Clarence  H. 

71 

merchant 

17 

McCaul,  George  F. 

33 

brakeman 

41  Charles 

15 

Coleman,  Martin  J. 

39 

real  estate 

BANKS  STREET 

5 

T.amViiirn  PTptii*v 

i^Ctlli  LJtli  11,    XXdlljr  Vj. 

61 

7 

IVldl  all,    LLCl  UCL  It  XX. 

50 

insurance 

7 

oo 

agent 

7 

Schlough,  George  H. 

student 

11 

iMLnJUy,  V^lctlCllCC  i-*. 

22 

student 

loo  iviyrxie 

11 

Moody,  Alfred  L. 

55 

printer 

iqo  MiT-r+la 

loo  iviyrxie 

11 

Law,  Harry  R. 

35 

organ  builder 

19 

Maenche,  Albert  T. 

55 

salesman 

21 

Boyle,  Francis  A. 

25 

physician 

21 

Boyle,  John 

54 

moulder 

25 

Duncan,  Henry  C. 

64 

W.  w  CO. 

27 

Jones,  Richard  A. 

65 

supt.  of  streets 

27 

Jones,  Fred  A. 

30 

supt. 

irlammond 

37 

Policy,  Henry  A. 

66 

clerk 

37 

Policy,  Edgar  ton  G. 

23 

student 

39 

Brodrick,  Charles  N. 

51 

tailor 

41 

Chase,  Stanley  B. 

35 

salesman 

O.  C. 

42 

Bliss,  Benjamin  N. 

45 

dial  maker 

40 

Hood,  Richard  S. 

51 

W.  w.  CO. 

36 

Patriarche,  Herbert  K 

35 

r.  r.  agent 

34 

Lewis,  Henry  H. 

59 

machinist 

28 

Mathews,  Lyman  H. 

56 

manager 

1  o 

Hawley.  Francis  B. 

28 

Mass.  highway  com. 

18 

Hawley.  Benjamin  H. 

61 

W.  w.  CO. 

16 

Smith,  Herman  G. 

46 

W.  w.  CO. 

16 

Smith,  Raymond  D. 

41 

asst  city  treas. 

14 

Cutter.  Harlan  W 

40 

city  treas. 

CASTLE  STREET 

1 

Daley,  Charles  H. 

45 

plumber 

1 

Gallagher.  James  W. 

30 

moulder  0. 

C. 

3 

Wyman,  Harry 

35 

blacksmith 

Middh 

3 

Myers,  John  S. 

31 

insurance  agt. 

9 

Welch,  Stephen 

38 

blacksmith 

11 

Connelly,  Arthur  G. 

20 

stenographer 

11 

Connelly,  Michael 

54 

gate  tender 

15 

Keane,  Martin 

44 

motorman 
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No. 

Name 

Age 

Occupation 

Residence  April  1,  1917 

17 

Connors,  Patrick  J. 

42 

laborer 

17 

Newell,  Patrick 

46 

laborer 

78  Exchange 

19 

Jones,  Michael 

43 

emery  wh.  emp. 

21 

Langan.  Daniel  F. 

59 

stone  mason 

21 

Langan.  Joseph 

23 

laborer 

23 

Sullivan.  John  A. 

62 

gate  tender 

30 

Keliey,  Herbert  H, 

37 

foreman 

28  Williams 

28 

Shaughnessy,  John  J. 

45 

laborer 

26 

Cahill.  Patrick 

40 

laborer 

8 

Holland,  Thomas  H. 

46 

machinist 

8 

Manahan,  Patrick  J. 

60 

laborer 

6 

Gannon,  Napoleon  B. 

35 

car  barn 

0.  C. 

6 

Murphy.  Thomas  J. 

35 

laborer 

2 

McGowan,  Francis  L. 

32 

butcher 

2 

McGowan,  Michael  J. 

60 

city  emp. 

2 

McGowan,  Timothy  J 

35 

plumber 

COLBURN  STREET 

Geoffrion,  Felix 

83 

retired 

173  Felton 

Geof¥rion.  Placide 

37 

carpenter 

1Q 

Bourque,  Joseph 

28 

carpenter 

O  C 

19 

St.  Germain,  Arthur 

33 

motorman 

14 

Colburn,  William  G. 

67 

W.  w.  CO. 

Main  &  Linden 

18 

Gilson,  Ellis  S. 

27 

machinist 

0.  C. 

18 

Gilson,  Charles  B. 

56 

W.  w.  CO. 

COLUMBUS 

AVENUE 

3 

Cavanaugh,  John 

52 

motorman 

5 

Brodrick,  Arthur  C. 

40 

r.  r.  mail  clerk 

15 

Fuller,  John  C. 

59 

machinist 

15 

Brodrick,  Charles  H. 

27 

civil  eng. 

189  Robbins 

15 

Marshall.  Maurice  B. 

35 

motorman 

19 

Fletcher,  F.  Homer 

25 

clerk 

19 

Fletcher,  Frederick  G. 

52 

W.  w.  CO. 

25 

Bartel,  William  P. 

49 

treasurer 

25 

Bartel,  Paul  W. 

25 

mech.  eng. 

47 

Moore,  Walter  G. 

31 

watchmaker 

47 

Haron,  Frank  H. 

43 

W.  w.  CO. 

47 

Reid,  Clarence 

36 

motorman 

Weston  ; 

70 

Lindgren,  Daniel  A. 

55 

W.  w.  CO. 

60 

Morton,  Arthur  W. 

27 

nickle  plater 

bO 

Morton,  Charles  H. 

58 

nickle  plater 

60 

Morton.  George 

21 

clerk 

60 

Morton,  Harold  L. 

20 

nickle  plater 

16 

Tompkins,  Albert  W. 

52 

salesman 

14 

Dowd.  Patrick  J. 

55 

lawyer 

4 

Milton,  George  A. 

57 

real  estate 

CORNWALLIS 

PLACE 

3 

Treadwell,  Harold  P. 

23 

machinist 

0.  C. 

3 

Treadwell,  Charles  V. 

64 

retired 

0.  C. 
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Nsmc 

Age 

Occupation 

Residence  Aoril  1  1917 

3 

Wolf,  Albert  J. 

47 

W.  W.  CO. 

3 

Wyman,  Harry 

40 

clerk 

5  Derby 

3 

Ballara,  Charles  A. 

51 

W.  w.  CO. 

4 

rr\                         XT     '1  T? 

Turner.  Neil  E. 

25 

W.  w.  CO. 

4 

Kent.  Howard  \\ . 

30 

manager 

4 

bickett.  I'rea  b. 

32 

machinist 

U.  U. 

5 

Bryson,  Walter  r . 

37 

printer 

5 

Law,  Frank 

29 

wire  dept. 

5 

Taylor,  Arthur  B. 

30 

brakeman 

118  Hammond 

7 

T           J                TT  TTT 

Landers,  Henry  W. 

58 

janitor 

4  Liberty 

7 

Eastman,  James  E. 

31 

W.  w.  CO. 

8 

Frazcr.  William  C. 

29 

painter 

8 

Kidder,  Lorenzo  J. 

46 

W.  w.  CO. 

8 

WMdfelt.  diaries  L. 

35 

machinist 

DORCHESTER  STREET 


Hedman,  Axel  B. 

45 

W.  w.  CO. 

60 

Caswell,  Frederick  H. 

37 

machinist 

15  Norumbega  Ter 

62 

Ferson,  Ralph  E. 

29 

oil  merchant 

O.  C. 

12 

King,  Arthur  N. 

34 

draftsman 

75 

Geoffrion,  Felix  J. 

44 

carpenter 

75 

Peterson,  Benjamin  P. 

26 

Hood  rublier  cmp. 

74 

Adshade,  John  W. 

40 

W.  w.  CO. 

ELM 

AVENUE 

31 

Getchell,  Harry  M. 

44 

letter  carrier 

EMERY 

STREET 

2 

Deevy,  Patrick  J. 

38 

blacksmith 

6 

Cahill,  Thomas  J. 

45 

teamster 

30  Castle 

5 

Carr,  Thomas 

36 

mason 

3 

Maloney,  Matthew  R. 

24 

metal  worker 

3 

Maloney,  James  F. 

22 

Metz  CO. 

Foppiano,  Mark 

63 

fruit  dealer 

EXCHANGE 

STREET 

12 

Conaughton,  James  R. 

26 

clerk 

12 

Conaughton,  John 

36 

emery  wh.  emp. 

20 

Marinella,  Tony 

21 

laborer 

20 

Caruso,  Tony 

29 

driver 

22 

Thornton,  Charles  A. 

44 

laborer 

24 

Giminatti,  James 

27 

laborer 

34 

Finnerty,  Thomas  G. 

35 

hostler 

33  Charles 

34 

Kenney,  Thomas  J. 

41 

driver 

River 

46 

Murphy,  James  J. 

37 

painter 

rear 

50 

O'Connell,  Patrick 

69 

stone  mason 

rear 

50 

O'Connell,   Joseph  P. 

24 

bookkeeper 

rear 

52 

Meile,  Andrew 

39 

painter 

52 

Fuggi,  James 

29 

mill  emp. 

24  Spring 

64 

Meeson,  Frederick  B. 

32 

machinist 

66 

Kane,  George  A. 

36 

teamster 

8 
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No. 

Name 

Age 

Occupation  F 

esidence  April  1,19 

68 

Marron,  John 

63 

freight  handler 

68 

Marron,  Henry  J. 

20 

laborer 

72 

McKenna,  Francis  J. 

29 

moulder 

O.  C. 

72 

Vincenz,  Salvatore 

43 

laborer 

76 

Santolueito.  Giuseppe 

33 

mill  emp. 

109  Central 

82 

Stankard,  John  J.  M. 

42 

painter 

86 

Brown,  George  W. 

76 

potato  chip  maker 

88 

Glynn,  Michael 

35 

Wal.  coal  CO. 

53 

Bryant,  Alonzo  J. 

44 

W.  w.  CO. 

49 

Dudley,  Charles  F. 

63 

W.  w.  CO. 

49 

Dudley,  Earl  H. 

31 

machinist 

39 

Tones.  Richard  G. 

36 

emery  wh.  emp. 

39 

Kelly,  John  H. 

47 

laborer 

School 

Casermo,  Toney 

25 

weaver 

QQ 
OO 

i^ampocH,  L/naries  j-/. 

painter 

29 

Monaco,  Domenic 

27 

laborer 

31  Exchange 

29 

Monelli,  Lorenzo 

45 

laborer 

School 

29 

Mucci.  Ferdinand 

45 

laborer 

0.  C. 

29 

Antonsanto,  Camillo 

35 

laborer 

0.  C. 

27 

O'Dea,  John  J. 

33 

at  Catholic  church 

27 

Schrols,  Porter  L. 

24 

grinding  wh.  co. 

25 

Halloran,  Michael 

47 

mason 

EXCHANGE 

COURT 

9 

McDonald,  Hugh 

46 

Wal.  coal  CO. 

1 1 

1 1 

Shaughnessy,  Thomas 

34 

fireman 

13 

Cullen,  Frank 

35 

mill  emp. 

15 

Quinn,  William 

50 

driver 

8 

Malloy,  Thomas  H. 

23 

machinist 

8 

Malloy,  Patrick 

55 

stone  cutter 

10 

Malloy,  William  H. 

36 

emery  wh.  emp. 

190^  Adams 

12 

Laughlin,  John  J. 

46 

buc.  fac.  emp. 

12 

Loughlin,  William  H. 

22 

student 

EXCHANGE 

PLACE 

Beasley,  Joseph 

35 

teamster 

140  Charles 

Keough,  Joseph 

30 

boiler  maker 

O.  C. 

Mullen,  WilHam  H. 

38 

machinist 

30  McKenn 

Cormier,  Ernest  J. 

20 

teamster 

Cormier,  George  C. 

49 

teamster 

FISKE  STREET 

8 

Hurd,  J.  Allan 

37 

clerk 

1  A 

10 

Gregg,  Herman 

51 

civil  eng. 

12 

Spencer,  Edward  J. 

39 

W.  w.  CO. 

13  Mt.  Pleasant 

12 

Beardsall,  Joseph 

36 

clerk 

16 

White,  Ernest  J. 

20 

machinist 

12  Fiske 

16 

White,  Fred 

27 

machinist 

12  Fiske 

18 

Strauch,  George  H. 

48 

undertaker 

20 

Ryan,  Everett  E. 

38 

state  police 

24 

Duffy,  William  E. 

25 

city  emp. 

27  McKenn 
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Name 

Age 

cup  3,  lion 

24 

Kelley,  Patrick  H. 

43 

composer 

26 

Tracy,  Thomas  A. 

58 

J.  J  1 
meat  dealer 

28 

McKenna,  Charles  J. 

32 

N.  E.  t.  &  t.  CO 

Sullivan,  Chrysostom  P.  62 

salesman 

30 

Sullivan,  Thomas  J. 

40 

salesman 

32 

Laird,  Lossie  E. 

34 

machinist 

34 

Tully,  Thomas  L.  V. 

53 

policeman 

»54 

Tully,  Walter  L.  M. 

22 

draftsman 

OO 

Anderson,  Oscar 

36 

brnss  foundry 

Jo 

Kilfoy,  Frank  T. 

25 

chauffeur 

40 

Hannify,  James  L. 

56 

plumber 

AQ 

Smith,  James  F. 

36 

conductor 

/to 
48 

McMillian,  Dunkin 

35 

laborer 

50 

Donahoe,  Francis  J. 

36 

moulder 

CO 

52 

White,  Dolph 

29 

W.  w.  CO. 

52 

Benoit,  James 

49 

carpenter 

54 

Nally,  John,  Jr. 

22 

brakeman 

54 

Nally,  John 

58 

laborer 

C/; 
56 

Cain,  John 

72 

city  emp. 

CO 

58 

Wheelden,  Clive  E. 

38 

W,  W.  CO. 

60 

Jordan,  Francis  P. 

47 

machinist 

^o 

62 

Bowman,  William  C. 

42 

emery  wh.  emp. 

70 

McNamara,  Timothy  W.36 

watchmaker 

'70 

78 

Hayward,  Walter  L. 

28 

clothing 

78 

Haywood,  Charles  F. 

44 

conductor 

82 

Quigg,  Charles  L. 

34 

1  „ 
salesman 

o^ 

86 

Ostrand,  William  J. 

34 

TIT   

W.  w.  CO. 

GO 

88 

Tyler,  Brenton  E. 

27 

foreman 

:'iske  bt.  Lt. 

Johnson,  Oscar  A. 

40 

painter 

65 

Griggs,  Fred  D. 

28 

manager 

63 

Lawless,  William  A. 

37 

p.  o.  clerk 

59 

Eagan,  James  B. 

46 

W.  w.  CO. 

cn 
59 

Ackerson,  Victor  E. 

34 

W.  w.  CO. 

cn 
09 

Ackerson,  Arthur 

30 

W.  w.  CO. 

r  r 

55 

Horace,  John 

35 

1  11  

bookkeeper 

C  -J 

53 

Sykes,  John 

34 

W.  w.  CO. 

C  "2 

53 

May,  Walter  D. 

27 

driver 

51 

Jenkins,  Arthur  W. 

38 

manager 

4/ 

Saul,  Edwin  U. 

69 

W.  w.  CO. 

47 

Murphy,  Joseph  H. 

25 

butcher 

47 

Murphy,  Jeremiah  J. 

29 

B.  &  M.  r.  r. 

4/ 

Murphy,  Humphrey  D. 

63 

butcher 

43 

Smith,  John  E. 

45 

r.  r.  mail  clerk 

43 

Wilder,  Raymond  S. 

23 

ciraiismaii 

41 

Latham,  Walter  E. 

52 

W.  w.  CO, 

39 

Freeston,  John  H. 

27 

bookkeeper 

39 

Lawrence,  William  H. 

56 

auto  CO. 

39 

Bennett,  John 

39 

mill  emp. 

39 

Crafts,  WilHam  D. 

66 

expressman 

39 

Coombs,  Aldrich 

40 

teamster 

35 

Lundberg,  Gustave 

73 

gardener 

Residence  April  I,  1917 


20  Park 


O.  C. 
1  Church 
Charles 


84  Fiske 


O.  C. 


12  Fiske 


157  Crescent 


7  Cornwallis  PI. 


I 


lO 


I  1  X.T 

House  No. 

iName 

35 

Viles.  Charles  M. 

35 

Lundberg,  Carl  J. 

A. 

21 

Laiighlin.  William 

J. 

21 

Graney,  Patrick  B. 

19 

Reade,  Charles  L. 

17 

Haverty,  Patrick 

11 

Jackson,  Robert 

WARD  1,  PRECINCT  1. 

Age  Occupation 

57  milk  dealer 
43  N.  E.  t.  &  t.  CO 
32  W.  w.  CO. 
53  policeman 
41  undertaker 
62  machinist 

58  machinist 

FRANCIS  STREET 


Residence  April  1,  191; 


4 

Doyle,  Martin  F. 

44 

policeman 

10 

Hull,  Moses  A. 

70 

provision  dealer 

14 

Collins,  Thomas  S. 

51 

clerk 

16 

Walker,  Isaac 

73 

gateman 

16 

Walker,  Samuel  E. 

54 

superintendent 

22 

Connor,  Joseph  W. 

49 

canoe  builder 

24 

Ostrand,  Hugo 

57 

W.  w.  CO. 

24 

Rasmusson,  Robert  A. 

59 

W.  w.  CO. 

24 

Sicotte,  Edward 

30 

manager 

28 

Clarkson,  John  H. 

44 

merchant 

28 

Kenworthy,  Charles 

34 

machinist 

30 

Sanderson,  George  A. 

51 

buc.  fact.  emp. 

32 

Young,  Percy  R. 

29 

gr.  wh.  CO. 

34 

Curran,  Frank  A. 

33 

W.  w.  CO. 

36 

Tufts,  Allan  B. 

38 

driver 

38 

Bray,  Sanford 

59 

painter 

42 

Dalrymple,  Fred  L. 

33 

foreman 

44 

Griffin,  Patrick  J. 

72 

city  emp. 

48 

Coen,  John  J. 

37 

buc.  fact.  emp. 

50 

O'Connor,  John  J. 

76 

retired 

50 

O'Connor,  Michael  H. 

44 

clerk 

52 

McGilvray,  John  D. 

48 

gr.  wh.  CO. 

54 

Morris,  William 

29 

painter 

58 

McDonald,  Alex 

48 

conductor 

60 

Barnard,  Maurice 

31 

watchmaker 

62 

Laforet,  Louis  P. 

30 

machinist 

68 

McDonald,  Thomas  E. 

42 

painter 

70 

O'Day,  Martin 

47 

stone  mason 

72 

Garrigan,  Mathias  F. 

51 

carpenter 

72 

Garrigan,  Martin  J. 

21 

em,  wh.  emp. 

72 

Garrigan,  John  R. 

24 

sailor 

74 

Connerney,  Michael 

49 

city  emp. 

76 

Connerney,  John 

39 

stableman 

80 

Kane,  Patrick  J. 

50 

mason 

82 

Kirk,  Lawrence  N. 

44 

barber 

82 

McDonald,  Patrick 

26 

painter 

84 

Leger,  Ernest 

26 

machinist 

90 

Corcoran,  James 

48 

coachman 

92 

Russo,  Lawrence 

33 

fruit  dealer 

92 

Russo,  Antonio 

77 

retired 

92 

Russo,  Angelo 

42 

fruit  dealer 

94 

Clarke,  Fred 

28 

teamster 

20  Hammond 


O.  C. 


38  Francis 


873/2  Main 
873^  Main 


WARD  1,  PRECINCT  1. 


House  No.  Name  Age  Occupation 

94   McLeod,  John  W.  26  salesman 

94 Clark,  Charles  J.  41  driver 

96    Furbush,  Daniel  H.  54  carpenter 

96    Rogers,  Joseph  S.  31  mechanic 

96 Va  Furbush,  Richard  23  junk  dealer 

101    Webber,  Albert  29  foreman 

99    Hefferman,  James  F.  24  builder 

rear    93B  Simpson,  Herbert  53  tailor 

rear    93C  Crowe,  John  J.  45  gardener 

93D  Biggins,  Thomas  A.  35  blacksmith 

87    Ryan,  James  D.  49  city  emp. 

85    Rodier,  Calix  47  weaver 

Griffin,  Patrick  J.  57  gate  tender 

Steele,  Frank  P.  33  milkman 

Delaney,  Edward  F.  21  mason 

Delaney,  James  H.  23  driver 

Delaney,  James  B,  50  stone  mason 

Haley,  Frank  50  motorman 

Kivell,  Thomas  F.  24  track  master 

Everett,  Raymond  C.  25  W.  w.  co. 

Everett,  Charles  R.  56  watchman 

Johnson,  John  A.  47  machinist 

Griffin,  John  C.  68  crossing  tender 

Moynihan,  John  21  shipper 

McNamara,  John  J.  43  W.  w.  co. 

4iy2  St.  Onge,  Alphonse  T.   32  floor  manager 

41    Lally,  John  H.  60  W.  w.  co. 

Kelley,  Patrick  52  coachman 

Kelley,  Joseph  J.  23  broker 

Mapplebeck,  Fred  40  motorman 

Conner,  Eugene  A.  58  B.  C.  Ames  co. 

Conner,  Rov  G*  31  adv.  agt. 

Cosgrove,  W^iam  B.  31  motorman 

Huntley,  Forrest  C.  56  watchmaker 

Keyes,  Irving  K.  67  shoemaker 

Gathier,  Joseph  O.,  Jr.    27  M.  &  B.  r.  r. 

Packard,  Waldo  F.  33  W.  w.  co. 

WiUiams,  Roscoe  A.  75  janitor 

Berman,  Louis  33  junk  dealer 

Libby,  Daniel  I.  32  machine  shop 


Residence  April  1,  1917 


83 
81 
79 
79 
79 
71 
63 
57 
57 
49 
47 
45 
43 


37 
37 
35 
33 
33 
31 
29 
27 
25 
23 
21 
19 
17 


115  Hammond 


50  Rich 
O.  C. 


O.  C. 


39  Bacon 


GRANT  STREET 


46 

Flynn,  John  J. 

36 

lawyer 

54 

Hare,  Richard  J. 

43 

dentist 

68 

Troccoli,  Frederick 

36 

musician 

78 

Sheehan,  John  J. 

40 

mail  carrier 

78 

Shea,  John  F. 

41 

barber 

78 

Sheridan,  Patrick 

46 

cemetery  emp. 

78 

Kearns,  Michael 

87 

retired 

82 

Hayes,  Harry  B. 

52 

carpenter 

82 

Hayes,  William  F. 

26 

foreman 

o.  c. 


15 


WARD  1,  PRECINCT  1. 


1  I 

House 

INo. 

IName 

Age 

Occupation 

82 

Hayes,  Thomas  J. 

22 

machinist 

84 

Ross,  Edward  R. 

4/ 

teamster 

95 

McKenzie,  Charles  T. 

26 

clerk 

93 

McNamara,  Thomas 

49 

freight  agt. 

93 

McNamara,  John  J. 

41 

plumber 

89 

Caughey,  William  A. 

58 

letter  carrier 

83 

McNamara,  Michael  T 

45 

clerk 

75 

Small.  John 

54 

foreman 

69 

Balcom,  Ernest  A. 

35 

cashier 

61 

Stone,  James  P. 

49 

meter  inspector 

61 

Stone,  Raymond  W. 

23 

salesman 

61 

Hinds,  John  J. 

50 

jeweler 

rear 

61 

Munster,  John  W. 

44 

clerk 

rear 

6iy2  Rand,  Harold  W. 

26 

manager 

57 

Munster,  Frederick  A. 

52 

W.  w.  CO. 

55 

Lewis,  James  P. 

33 

physician 

Residence  Aprill,  1917  Ha 


O.  C. 


GRANT  STREET  PLACE 


3 

Nethercote,  Michael 

46 

toolmaker 

3 

Buddy,  Thomas 

37 

upholsterer 

5 

Power,  William  J. 

28 

civil  eng. 

0. 

5 

Roberts,  Albert  E. 

33 

machinist 

16 

Hays,  William  A. 

37 

steam  fitter 

18 

Jones.  John  H. 

33 

printer 

22 

22 

Hays,  Josiah  S. 

39 

concreter 

24 

Small,  Koran  C. 

38 

lawyer 

24 

Curtis,  Alvin  A. 

41 

emery  wh.  emp. 

26 

Richardson,  Thomas 

H.  47 

clerk 

22  Highland 


HAMMOND  STREET 


12 

Moran,  John  E. 

43 

builder 

12 

Moran,  Steve  A. 

32 

provisions 

16 

Cronin,  Michael 

54 

city  ejp. 

16 

Cronin,  Frank  P. 

34 

city  emp. 

20 

Mangone,  Domenic  G. 

32 

barber 

22 

Derbyshire,  Fred'ck  W. 

31 

stenographer 

24 

Kilton,  William  F. 

56 

clerk 

26 

Bartlett,  Walter  C. 

59 

W.  w.  CO. 

30 

Strauch,  Fred  A, 

40 

cigar  maker 

32 

Williams,  Fred  A. 

35 

real  estate 

32 

Stone,  William  E. 

40 

policeman 

36 

Linstrom,  Carl  A. 

58 

City  emp. 

38 

Perry,  John  F. 

60 

carpenter 

38 

Perry,  Randolph 

25 

student 

44 

Adams,  Herbert  G. 

41 

l)oiler  erector 

50 

Saunders,  Edward  J. 

71 

foreman 

56 

Kennedy,  ^Martin  F. 

58 

foreman 

60 

Johnson,  John  E. 

47 

vegetables 

66 

Sutton,  Albert  A. 

23 

driver 

66 

Sutton,  Joseph  M..  Jr. 

48 

produce  dealer 

70 

Casey,  Timothy  W. 

64 

lather 

233  Bacon 


1  Mechanic 
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Nn 

Name  Age 

C^ccupcition            I^esidence  i^pril  1  1 

74 

Poutas,  Alphonse  J. 

59 

marble  works 

7G 

Hunt,  William  H. 

28 

ins.  broker            loo  Asli 

Bcnncr,  Charles  A. 

58 

Fernald,  Everett  \V. 

44 

eiiierjf   wneei  enip. 

88 

Greemore,  Eugene  C. 

37 

l)ainter 

88 

Ivoux.  Joseph 

G5 

wheelwright 

Kohl,  John  G. 

G9 

buc.  fact.  emp. 

17 

Aspray,  John  \V. 

24 

mechanic 

17 

Post,  Edwin  D. 

51 

W,  w.  CO. 

19 

Ryan,  Albert  M. 

71 

sign  painter 

21 

Wentworth,  Chauncy  E. 

28 

W.  w.  CO. 

23 

Mudgett,  Henry  L. 

35 

U.    o.    W.    CO.  IMdin 

25 

Clarke,  Chester  H. 

27 

clerk 

27 

Lodbeil,  William  C. 

3G 

r.  r.  emp. 

27 

Bellis,  Thomas  S. 

26 

w.  f.  emp. 

27A\Valsh,  Johu  J. 

36 

shipper 

27B  Hicks.  Frank  A. 

62 

W.  w.  CO. 

31 

Adams,  Simeon  P. 

54 

W.  w.  CO. 

31 

Gifford,  Fred 

56 

W.  w.  CO. 

37 

Jones,  Mauley  D. 

61 

rubber  co. 

39 

O'Connell,  Timothy 

54 

emery  wh.  emp. 

39 

O'Connell,  William  T. 

25 

lunch  room 

41 

Niles,  James  F. 

53 

emery  wh.  emp. 

41 

Harvey,  Daniel  J. 

31 

W.  w.  CO. 

43 

Ostrand,  Helge 

26 

Metz  CO. 

43 

Gallagher,  Thomas 

42 

clerk 

43 

Walsh,  John  H. 

27 

conductor 

47 

Sullivan,  James  C. 

46 

emery   wh.  emp. 

53 

Guiney,  Daniel  A. 

29 

machinist          118  Hammond 

71 

Coen,  Frank  P. 

29 

property  clerk 

71 

Goen,   W^alter  P. 

27 

bookkeeper 

71 

Coen,  Patrick  J. 

71 

orient 

71 

Coen,  Bernard  A. 

40 

policeman 

73 

Biggins,  James 

62 

laborer 

73 

Biggins,  James  F. 

27 

clerk 

75 

Whalan,  Peter  J. 

40 

blacksmith 

77 

Butler,  Sylvester 

29 

buc.  tact.  emp. 

79 

Main,  Frank 

43 

lather 

83 

Grover,  Oscar  E. 

21 

machinist 

83 

Goud,  Lester  E. 

36 

motorman 

83 

Main,  William  J. 

47 

letter  carrier 

HIGHLAND  AVENUE 

2 

Bennett,  Walter 

36 

bleachery  emp. 

2 

Willis,  Cyrus  L. 

64 

carpenter 

4 

Fraim.  Irvnng  W. 

28 

physician 

4 

Fraim,  John  W. 

56 

W.  w.  CO. 

10 

Rogers,  William  F. 

61 

W.  W.  CO. 

11 

Welch,  William  A. 

45 

Hood  rubber  co.  15  Wellington 

11 

Wheeler,  William  C. 

46 

meat  cutter         15  Wellington 

14 


WARD  1,  PRECINCT  1. 

HOWARD  STREET 


Mouse  No. 

Name 

A  

Age 

Occupation  Resi 

14 

Carter,  George  T. 

70 

foreman 

18 

Cobb,  John  E. 

47 

manager 

18 

Cobb,  Forest  N. 

20 

student 

18 

Flagg,  James  H, 

52 

W.  w.  CO. 

20 

Parkinson,  William  D. 

61 

supt.  of  schools 

24 

Chase,  Cedric  G. 

29 

photographer 

28 

Stankard,  Martin  F. 

41 

mason 

32 

Tasker,  Edward  M. 

54 

watchmaker 

34 

Davis,  Harold 

30 

superintendent 

36 

Parker,  Edgar  M. 

51 

stock  broker 

44 

Harrell,  Frank  0. 

52 

magician 

46 

Viscounte,  Alfred 

29 

decorator 

46 

Dow,  William  B. 

36 

salesman 

46 

Viscounte,  William  A. 

28 

salesman 

54 

Pontz,  Frank  J. 

34 

watchmaker 

58 

Anderson,  Arthur  J. 

28 

insurance 

62 

Jenks.  Willard  I 

40 

office  manager 

76 

Webber,  Ralph  0. 

32 

W.  w.  CO. 

80 

Preble,  J.  Jarvis 

28 

civil  eng. 

82 

Adams,  John  S. 

29 

clerk 

84 

Tyler,  Amory  W. 

clerk 

86 

Ryan,  Warren  M. 

A  O 

48 

city  forester 

88 

Telfer,  Clarence  R. 

o  o 
oZ 

salesman 

90 

Baird,  Earl  F. 

24 

salesman 

92 

Whittier,  Frank  W. 

56 

motorman 

94 

Belts,  Ira  A. 

28 

carpenter 

102 

Hicks,  George  T. 

4b 

motorman 

102 

Thin,  Robert 

42 

conductor 

13 

Sargent,  Proctor  J. 

77 

Provision  dealer 

15 

Geoiirion,  L.  J. 

r  tr 
00 

builder 

15 

Geoffrion,  Albert  0. 

22 

draftsman 

15 

Geoffrion,  Arthur  L. 

Ay 

draftsman 

19 

Wallis,  Horace  E. 

55 

salesman 

19 

Hunt,  Franklin  L,. 

o  r; 

teacher 

19 

Davis,  Orlando  C. 

9  O 

66 

librarian 

27 

Lincoln,  Charles  H. 

4  i 

editor 

27 

Glazier,  Walter  E. 

56 

grocer 

31 

Meikle,  William  R. 

A  1 

41 

hay  merchant 

33 

Derbyshire,  George  H. 

69 

watch  tool  mfgr. 

35 

Murray,  Arthur  E. 

22 

student 

35 

Murray,  Joseph  J. 

9Q 

opuciau 

37 

Streeter,  Harry  P. 

50 

W.  w  CO. 

43ARooTne,  William  H. 

52 

clerk 

47 

Bradford,  Fred  H. 

67 

salesman 

49 

Williams,  Leonard  J. 

80 

retired 

49 

Leonard,  Carl  K. 

23 

machinist 

51 

Harringon,  Charles  E 

48 

salesman 

53 

Bacon,  Clarence  E. 

58 

salesman 

53 

Bacon,  Charles 

22 

student 

55 

Hill,  William  R. 

37 

manager 

Residence  April  1,  191 


WARD  1,  PRECINCT  1. 


15 


He 


No. 

Name 

/-vge 

I      p  1  ir^a finn 
i„  UL/ a  I  lull 

RpsifJpnre  Anril  1  1917 

57 

Harper,  Lincoln  A. 

49 

superintendent 

61 

Kenney,  Willis  D. 

o7 

grocer 

73 

Jacobs,  Harlan  W. 

29 

salesman 

75 

TT  J.         11     /"^        -  T> 

Hartwell,  Guy  K. 

32 

Metz  CO. 

79 

Bourgeois,  John  P. 

38 

meat  cutter 

79 

Anderson,  Frank  E. 

42 

salesman 

79 

Anderson,  Arnold  W. 

20 

insurance  agt. 

85 

Hardwick,  William  S. 

34 

bookkeeper 

Doe,  Ralph  A. 

40 

dial  fact.  emp. 

87 

Cushman,  Elmer  L. 

36 

conductor 

29  Rich 

89 

Hall,  Frank  C. 

32 

grocery  clerk 

O.  C. 

91 

Foster,  George  G. 

48 

machinist 

93 

Bacon,  Howard  E. 

33 

watchmaker 

KEACH  STREET 

14 

Edgar,  Hamilton  G. 

58 

motorman 

Dorval,  George 

61 

car  barn  emp. 

LUNDA  STREET 

8 

Bacon  Edwin  F, 

67 

retired 

10 

Rogers,  Harry  F. 

34 

W.  w.  CO. 

12 

Hayes,  Harry  A. 

29 

aut.  expert 

164  Prospect 

14 

Irish,  Fred  G. 

43 

W.  w.  CO. 

16 

Demelle,  William  H. 

25 

electrician 

MAIN  STREET 


749 

Mooney,  John  J. 

48 

undertaiker 

749 

Saledas,  George 

24 

clerk 

755 

Wood,   Henry  A. 

66 

physician 

769 

Wong,  I^ee 

36 

laundry 

771 

Carney,  Daniel  J. 

31 

fact.  emp. 

771 

O'Brien,  Daniel  J. 

23 

machinist 

775 

Cincotta,  Antonio 

28 

fruit  dealer 

781 

Adams,  Frank  D. 

59 

merchant 

787 

Roark,  H.  Alton 

39 

osteopath 

797 

Parmenter,  George  E. 

56 

manager 

825 

McCormick,  Cornelius  J.  64 

physician 

825 

McCormick,  Arthur  B. 

29 

dentist 

837 

Collins,  Richard 

43 

physician 

843 

Donlan.  Andrew  F. 

40 

dentist 

845 

Dempsey,  John  M. 

26 

N.  E.  t.  &  t.  CO. 

847 

Cook,  Everett,  P. 

33 

retired 

847 

Butler,  Edward 

(•2 

W.  w.  CO. 

871 

Soo,  Charles 

4J 

laundry 

879 

Acuilio,  Charlie 

41 

laborer 

873V2  Ristuccia,  John 

27 

fruit  dealer 

885 

Russo,  Felix 

45 

fruit  dealer 

895 

Livermore,  Walter  A. 

61 

inspector 

913 

Hardy,  Louis  B. 

68 

conductor 

913 

Steele,  James  E. 

40 

W.  w.  CO. 

917 

Thomas,  Ralph  S. 

27 

W.  w.  CO. 

Stratton  Ter. 


7  Auburn  Ter. 


'/ 


i6 

WARD  1, 

PRECINCT  1. 

House  No. 

Name 

Age 

Occupation 

Kesidence  April  1,  IVI 

917 

Smith,  Ebenezer  E. 

64 

rpti  rpd 

0.  C. 

933 

Peugh,  J.  Winfield 

68 

hue.  fact. 

935 

Gilson,  Peter  E. 

fyO 

CLXJi  V  •  ^* 

937 

Dunphy,  Burton  L. 

35 

milk  foreman 

945 

Meagher,  Cornelius  H. 

44 

W^.  w.  CO. 

945 

Light,  John  F. 

44 

dentist 

945 

Wigmore,  Walter  L. 

51 

7  Wellington 

945 

Wigmore,  Raymond  F 

27 

salesman 

7  Wellington 

945 

Kneenan,  John 

30 

E.  Howard  w. 

CO. 

963 

Palisi,  Gaetano 

37 

fruit  dealer 

989 

Cain,  Ambrose  J. 

52 

farmer 

991 

Pearce,  Frederick  H. 

35 

\M   -1X7  CO 

VV.     VV.    \^\J  t 

23  Heard 

995 

Manco'witch,  Jacob 

35 

tailor 

997 

Galligan,  James  A. 

39 

clerk 

1077 

Norris,  Aaron  A. 

29 

machinist 

Main  &  Prospect 

1077 

Hooten,  Reginald  A. 

40 

watchmaker 

1129 

Cormey,  Thomas  M. 

25 

W.  w.  CO. 

0.  C. 

1131 

Chudzikowski,  Karl 

35 

elect,  eng. 

1133 

Johnson,  John  B. 

41 

machinist 

1137 

Jensan,  Richard  M. 

30 

W.  w.  CO. 

1400  Main 

1145 

Goss,  George  H. 

45 

W.  w.  CO. 

1145 

Gove,  George  N. 

60 

milkman 

1159 

Felt,  Murray  C. 

22 

U.  S.  army 

1159 

Felt,  John  P. 

59 

watchmaker 

Edgehill  Rd. 

Courtney,  P.  J. 

34 

stone  cutter 

Edgehill  Rd. 

Graham,  David 

62 

city  emp. 

Edgehill  Rd. 

Venchula  Domenic 

40 

emery  wh.  emp. 

Edgehill  Rd. 

Giaino,  Domenic 

28 

emery  wh.  emp 

1195 

Larson,  Anselm  0. 

57 

watchmaker 

1347  Main 

1199 

Munster,  Fred  W. 

27 

•driver 

1241 

McFadden,  Miles 

22 

farmer 

0.  C. 

1241 

Hubbard,  Charles  U. 

52 

milk  dealer 

1138 

Isaacson,  Claus  E. 

46 

buc.  fac.  emp. 

1138 

Lsaacson,  Edwin  R. 

22 

Metz  CO. 

1130  Main 

1  iaU 

ivioain,  oeiiim  Lt. 

37 

watchmaker 

1114 

Carter,  Franklin 

56 

gardener 

86  Bacon 

1000 

Cranton,  Warren  H. 

22 

conductor 

982 

Ware,  George  W. 

47 

W.  w.  CO. 

982 

Ware,  Robert  M. 

20 

bookkeeper 

Q74 

Brown,  Sidney  E. 

43 

W.  w.  CO. 

982 

Gibbs,  William  F. 

39 

merchant 

MILTON  STREET 

7 

Butler,  Alfred  W 

23 

student 

12 

Buck,  Roy  C. 

25 

draftsman 

0.  C. 

12 

Butler,  Harry  T. 

54 

W.  w.  CO. 

PALMER  STREET 

6 

Leger,  Abel  J. 

25 

toolmaker 

43  Lowell 

6 

Jameson,  Arthur  L. 

39 

milkman 

Beaver 

16 

Thibodeau,  William  A.  34 

W.  w.  CO. 
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f  louse  No. 

Name 

Age 

Occupation 

Residence  April  1 , 

18 

Drake,  Albert  R. 

40 

banker 

28 

O'Hare,  John  E. 

23 

jewel  maker 

28 

O'Hare,  Joseph  H. 

21 

machinist 

35 

Regan,  Charles  S. 

39 

tel.  emp. 

0.  c. 

33 

Cunningham,  Mat.  F. 

44 

manufacturer 

29 

Getchell,  Robert  E. 

32 

dentist 

29 

Getchell,  Charles  C. 

G9 

retired 

27 

Hemingway,  George  E.60 

emery  wh,  emp.  46  Vernon 

27 

Hitchcock,  William  A 

26 

U.  S.  army 

46  Vernon 

27 

Hitchcock,  Fred  H. 

28 

bookkeeper 

46  Vernon 

25 

Delvental,  Elmer 

23 

conductor 

25 

Warren,  George  M. 

42 

jewel  maker 

0.  C. 

25 

Jensen,  Walter  T. 

25 

jewel  maker 

0.  c. 

23 

Sederquist,  Anton  N. 

44 

foreman 

20  Wash.  Ave. 

1  Q 

Smith,  David  M. 

59 

creamery 

o.  c. 

19 

Smith,  Harold  B. 

20 

naval  reserve 

O.  C. 

17 

Hayes,  Arthur  D.  jr. 

27 

harness  maker 

5  Common 

15 

Jensen,  Conrad 

31 

jewel  maker 

15 

Smith,  Edward  F. 

31 

foreman 

9 

Kinnear,  Carl  W. 

29 

W,  w.  CO. 

9 

Kinnear,  Edward  E. 

59 

moulder 

9 

Parmelee,  Harry 

48 

conductor 

9 

Brown,  Hiram 

53 

motor  man 

53  Rich 

POND 

STREET 

3 

Flynn,  John  G, 

45 

carpenter 

5 

Short,  Albert  E. 

33 

carpenter 

9 

Carney,  John  J. 

43 

barber 

11 

Boulton,   Frank  A. 

36 

watchmaker 

11 

Carney,  Thomas  H. 

46 

W.  w.  CO. 

15 

Stockholm,  Albert 

31 

milk  man 

O.  C. 

15 

Goodrich,  Andrew  D. 

28 

milk  business 

17 

Viles,  Daniel  F. 

76 

insurance  agt. 

25 

Rooney,  Francis  D. 

24 

chauffeur 

25 

Rooney,  Joseph  H. 

27 

stenographer 

25 

Rooney,  Martin 

62 

janitor 

25 

Rooney,  William  L. 

83 

bookkeeper 

31 

Peabody,  Edward  T. 

75 

inspector 

37 

Hargreaves,  John  A. 

28 

stenographer 

49 

Coleman,  Patrick  H. 

46 

salesman 

55 

Emerson,  Guy  T. 

46 

lawyer 

0.  C. 

55 

Emerson,  Warren  F. 

76 

merchant 

79 

Donnelly,  Henry  J. 

21 

bookkeeper 

79 

Hynes,  Hugh 

78 

laborer 

81 

Gauthier,  Francis  C. 

28 

knitter 

83 

McGrath,  Patrick  F. 

26 

conductor 

0.  C. 

85 

Leach,  Frank  W.  jr. 

23 

Metz  CO. 

89  Myrtle 

87 

Roberton,  Ernest  L. 

28 

gr.  wh.  CO. 

89 

Burgin,  Eugene  L. 

67 

W.  w.  CO. 

89 

Green,  Patrick  A. 

47 

printer 

93 

Donlon,  Edward  A. 

34 

cigar  maker 

i8 
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House  No. 

Name 

Age 

93 

Donlon,  John  J. 

25 

93 

Donlon,  William  J. 

36 

95 

Sullivan,  Stephen  J. 

35 

107 

Mooney,  Martin  J. 

69 

107 

Mooney,  John  J. 

35 

107 

Mooney,  Arthur  P. 

30 

115 

Burke,  Patrick  F. 

54 

117 

O'Brien,  Nathaniel 

45 

117 

Harvey,  Frank  A. 

43 

119 

Glynn,  Dennis 

47 

121 

Cloherty,  John  J. 

40 

123 

Welch,  Andrew 

49 

125 

Allen,  Clifford  W. 

33 

125 

Allen,  Alfred  J. 

66 

127 

Taripey,  Michael 

25 

127 

Tarpey,  Patrick 

35 

129 

O'Dea,  Peter 

50 

90 

Keohane,  Jeremiah 

46 

Occupation  Residence  April  1 ,  191 7 

bookkeeper 
contractor 

machinist         Wav.  Oaks  Rd. 

gate  tender 

weaver 

switch  man 

city  emp. 

brick  layer 

laborer  Heard 

stone  mason 

city  emp. 

city  emp. 

Stanley  auto  co. 

driver 

machinist 

machinist 

stone  mason 

teamster 


POND  STREET  COURT 


Hardiman,  John 

43 

teamster 

Healey,  James  J. 

48 

teamster 

Willett,  Alonzo  H. 

36 

expressman 

Calvary 

Hession,  Michael  J. 

43 

laborer 

Holland,  Patrick  J. 

48 

motorman 

15 

Keane,  Michael  J. 

38 

horse  shoer 

Keane,   Patrick  J. 

41 

emery  wh.  emp. 

Zink,  John 

49 

buc.  fact.  emp. 

PROSPECT 

HILL  AVENUE 

20 

Bond,  Arthur  E. 

58 

gate  tender 

22 

Banks,  Joseph  F. 

62 

retired 

0.  C. 

24 

Lowell,  Perciival 

72 

machinst 

15 

Smart,  Ernest  E. 

35 

foreman 

102  Howard 

RICH  STREET 

11 

Parker,  Walter  H. 

42 

W.  w.  CO. 

13 

Conner,  Percy  H. 

28 

machinist 

43  Rich 

13 

Coldwell,  Fred  H. 

58 

milkman 

43  Rich 

15 

Smith,  George  H. 

66 

machinist 

17 

Mosher,  Thomas  H. 

65 

W.  fac.  emp. 

69  High 

19 

Zoehler,  Edwin 

29 

clerk 

19 

Stark,  Robert  M. 

56 

lawyer 

23 

Bunker,  W.  Roger 

31 

W.  w.  CO, 

25 

Lang,  Oswald  T. 

67 

W.  w,  CO. 

27 

Gillis,  Patrick 

73 

retired 

27 

Clark,  Orris  M. 

60 

motorman 

37  Rich 

29 

Drepperd,  John  F. 

32 

W.  w.  CO. 

29 

Girvan,  Alfred  T. 

22 

W.  w.  CO. 

31 

Keough,  John  J, 

43 

laborer 

33 

Hammond,  James  G. 

43 

W.  w.  CO. 
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House  No. 

Name 

Age 

Occupation 

i^esidence  April  1 , 

oo 

25 

35 

Alhrn   ^WilliaiTi  R 

^^LKf^XJf       TV  XlXXdl-il  U* 

22 

manager 

0  c. 

OD 

Alhrn    William  F 

48 

W  dUdllllcUVCl 

37 

Small.  Ferdinand  C. 

48 

machinist 

28  Rich 

39 

Baine,  Wilmot  W. 

40 

drueeist 

41 

Kelley,  Thomas  J. 

23 

machinist 

53  Hammond 

41 

Kelley,  John  C. 

21 

golf  instructor 

0.  C. 

41 

Kelley,  Bernard  F. 

27 

golf  instructor 

O.  C. 

41 

Kelley,  John  J. 

55 

boiler  maker 

53  Hammond 

43 

Read,  George  D. 

26 

machinist 

1  Church 

43C  Neville,  John  C. 

65 

janitor 

18  Grant  PI. 

45 

Klump,  William  J. 

22 

machinist 

58  Prospect 

45 

Elsmore,  Philip  S. 

22 

W.  w.  CO. 

145  Crescent 

45 

Wilson  Cliftord 

21 

milk 

45 

Gardner,  Gushing  F. 

39 

salesman 

23  Russell 

45GLunderkm,  James  F. 

42 

meat  cutter 

47A  McCauley,  Frank  A. 

25 

engineer 

47 

Bergeron  Wilfred  J. 

31 

storekeeper 

47B  Feeney,  Peter  P, 

32 

conductor 

49 

Plummer,  Ralph  M. 

26 

chauffeur 

51 

Clark,  John  W. 

40 

gas  fitter 

14V2  Bacon 

53 

King,  Charles  A. 

34 

motorman 

938  Main 

55 

Swan,  Francis  E, 

35 

clerk 

57 

Poole,  Frederick 

29 

bookkeeper 

59 

Graverson,  Graves 

35 

W.  w.  CO. 

814  Main 

65 

Britton,  James  A. 

68 

pattern  maker 

65 

Britton,  Edward  F. 

22 

machinist 

65 

Britton,  James  L. 

26 

carpenter 

69 

Heuter,  Peter  M. 

67 

machinist 

71 

McDonald,  T.  Carey 

21 

carpenter 

71 

McDonald,  Hugh 

94. 

electric  operative 

73 

Carroll,  Warren  F. 

o4t 

chauffeur 

75 

Hartford,  John  L. 

QA 
OK) 

conductor 

77 

Sheehan,  William 

oO 

salesman 

79 

Evans,  Arthur  W. 

^7 
oi 

W.  w.  CO. 

81 

Erickson,  Sven  C. 

07 

pattern  maker 

0.  C. 

83 

Halleran,  Thomas 

R7 

crossing  tender, 

83 

Halle  ran,  Joseph  F. 

QQ 

ov 

emery  wh.  emp. 

85 

Carey,  Joseph  H. 

'to 

W.  w.  oo. 

8 

McKenna,  James  H., 

J  1  .  do 

foreman 

439  Lexington 

10. 

Teele,  Louis  G. 

Zo 

W.  w.  CO. 

82  Prospect 

10 

Langill,  Clave 

33 

carpenter 

82  Prospect 

12 

Handrahan,  Joseph  B 

.  36 

secretary 

20 

Adams,  George  H. 

61 

foreman 

26 

Allen,  Charles  F. 

58 

auditor 

28 

Quinn,  John  J. 

29 

E.  Howard  w.  co.  Massasoit 

34 

Asp  ray,  Kine  E. 

28 

manager 

12  Faneuil  Rd. 

44 

Arneson,  Aleck 

57 

organ  builder 

44 

Arneson,  Sorren  Richard  22 

clerk 

48 

Cheney,  Henry  H. 

29 

musician 

50 

Noonan,  Patrick  F. 

52 

moulder 

24  Faneuil  Rd. 
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52 

Merrill,  Harry  0. 

27 

conductor 

52 

Fennell,  Edward  F. 

35 

conductor 

0.  C. 

54 

Steele,  Richard 

52 

city  clerk 

58 

Owen,  Charles  A. 

38 

watchmaker 

58 

Abriel,  diaries  L. 

29 

W^.  w.  CO. 

60 

Richardson,  Warren  0. 

21 

machinist 

34  Lawrence 

62 

Johnson,  Albert  D. 

28 

N.  E.  t.  &  t.  CO. 

70 

Wellington,  Edward  W. 

36 

letter  carrier 

70y2  Chase,   Joseph  W. 

61 

W.  w.  CO. 

70y2  Chase,  Howard  R. 

22 

machinist 

TO 

Burke,  John  J. 

62 

laborer 

7d 
/4 

I, a  Bou,  Charles  H. 

30 

plumber 

La  Bou,  William  I. 

57 

carpenter 

SCHOOL  STREET 

170 

i  yier,   unaries    vv . 

OO 

laborer 

174 

Spellman,  Edward  J. 

90 

teamster 

1  "7/1 

1/4 

Mannmg,  Thomas 

Oi) 

laborer 

0.  C. 

180 

Burke,  Joseph 

Q'" 
Oi 

laborer 

1  on 
180 

Burns,  Patrick 

ou 

laborer 

Calvary 

1  on 
loO 

Gavin.  Joseph  F. 

0" 

steam  fitter 

36  Spring 

loJ 

McGuire,  Frank 

mill  hand 

1  oo 

iViCLruire,    r  raiiK,   j . 

0  1 

W.  w.  CO. 

McGuire.  Peter 

bleachery  emp. 

1  QA 

Bemis.  Lucius  T. 

Pin 

policeman 

1  OA 

loo 

Bryant,  James  J. 

70 
iO 

retired 

01  A 

iViciViatn,  William  cj. 

DO 

weaver 

Central 

01  A 

Jib 

K^idouy  .   v^iicti  ICS  i-vi. 

22 

"fi  v\  cm  1  "f  n 
LllioXlIX  Lli 

21d 

Clasby,  James  J. 

30 

tinsmith 

21o 

Clasby,  John  R. 

50 

W.  w.  CO 

220 

Fahey.  John  J. 

57 

grocer 

228 

Conaughton,  Patrick 

59 

grocer 

9Qn 

^ou 

Cloonan,   Edward  A 

37 

police  sergeant 

244 

Fisher,  George  A. 

87 

retired 

268 

Fahey,  William  A. 

34 

driver 

268 

Fahey,   Edward  B. 

31 

driver 

268 

Fahey,   Frank  P. 

26 

clerk 

268 

Fahey,  John 

65 

retired 

270 

Clark,  Peter 

25 

manager 

0.  C. 

270 

Cotton,  John  J. 

35 

machinist 

0.  c. 

272 

Connelly,  John  J. 

38 

emery  wh.  emp. 

118  Taylor 

326 

McMannis,  John  F. 

44 

merchant 

■ 

344 

Midget,  John 

70 

janitor 

327 

McAskill,  WilUam  H. 

39 

W.  w.  CO. 

325 

Quinn,  James 

26 

grind,  wh.  co. 

231  School 

325 

Quinn,  Stephen 

22 

grind,  wh.  co. 

231  School 

313 

Ward,  George  M. 

27 

salesman 

924  Main 

307 

Andrews,  Zephaniah  A. 

48 

W.  w.  CO. 

305 

Tirrell,  WilHam  J. 

35 

roofer 

301 

Kimball,  LaForest 

78 

driver 

297 

Biggins,  Patrick 

56 

stone  mason 
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House  No. 

Name  Age 

Occupation 

Residence  April  1, 

297 

Biggms,   James  Aj 

on 
29 

rJuUara,  Artnur  u. 

An 

clerk 

Uiiver,  t>ernara  H/. 

^4 

VV  .  W.  CO. 

287 

lotten,  Jonn  L*. 

A  T 
4/ 

ICC  LiCdiCl 

Davis,  George  P. 

OA 

idwy  ci 

jto  vvdbn,  /\ve. 

273 

Coughlin,  Patrick 

A  A 

44 

oLv/iic  xiido^ii 

271 

Brennan,  John 

00 

UUC    IdC  t.  Clll^. 

269 

Connearney,  Thomas  J. 

ou 

265 

Furlong,  Sylvester  A. 

A  A 

44 

plpr'+fipian 

CICC  Ll  i\^idli 

263 

Uummms,  Walter  r. 

O.I 

X-/.    XlUWdiLl  LtJ. 

MiHHIp 

257 

unapm,  r  ranx   W . 

49 

WT       TXT  /~*/^ 

VV  .    W .  LU. 

249 

riarrett,  L/iiarles  rl. 

Af\ 

4U 

con  Liac  tor 

24Q 

Howes,  Alvin  G. 

32 

rw^ L' p  o  p 
LWJUK.lv.CCpCl 

243 

McClusky,  Daniel  J. 

50 

plumber 

243 

Modii<;kv    Tnhn  T 

26 

plumber 

239 

Keenan,  Joseph  J. 

39 

agent 

235 

Kelley,  James  J. 

34 

sewer  dept. 

233 

Brown,  William 

41 

meat  cutter 

231 

Quinn,  Patrick 

43 

motorman 

229 

Dwyer,  Patrick  J. 

53 

laborer 

219 

Hannify,  James 

49 

stone  mason 

SMITH 

COURT 

1 

Kezer,  Frank  H. 

49 

foreman 

2 

Fuller,  Joseph 

71 

emery  wh.  co. 

0.  c. 

2 

Lawler,  Augustus 

46 

r.  r.  emp. 

Felton 

SPRING 

STREET 

22 

rrPTiTifirn  Pin ppntinn 

46 

laborer 

24 

i  CHJCLf     JJ  1  CllXxV 

25 

laborer 

0.  C. 

24 

30, 

laborer 

o.  c. 

30 

Tfilr^cn  TnVin 

llUoCty  uKJLlLl 

45 

laborer 

32 

TTinma'^nn  ArtVnir 

23 

laborer 

o.  c. 

30 

IVTanprn  Satitn 

XTXdXld  LI  OdllLU 

34 

grind  wh.  fac. 

24  T^oiititpjin 

32 

XXXLLILI,     X  XlUiliClO 

43 

laborer 

154  Charles 

32 

ClnTidi  Tn<?pnli 

30 

laborer 

12  Williams 

32 

1  n  V»n  flir*  TriconVi 

41 

laborer 

154  Charles 

36 

Ciarrmiti  Salvator 

35 

laborer 

24  Fountain 

36 

jVrpriprn  Santn 

37 

laborer 

36 

^ptmn  TTfTiPCif 

51 

mill  hand 

O.  C. 

40 

P'acipv  A/Tipliatil 

52 

laborer 

Guinan 

42 

Owens   Martin  J. 

43 

rubber  fact 

44 

Powers,  John  E. 

22 

laborer 

44 

Powers,  James 

21 

plumber 

44 

Powers,  John  W. 

56 

mason 

46 

O'Neil,  Henry 

55 

brass  foundry 

Exchange 

46 

Hoffman,  George  W. 

32 

bill  poster 

48 

Norton,  Michael 

51 

water  works  emp. 

48 

Norton,  William  J. 

38 

street  dept. 

48 

Manning,  John 

35 

lather 

11 
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50    Reidy,  Patrick  C.  53  laborer 

50    Reidy,  William  23    bleachery  emp. 


STOW  STREET 


50 

Dorrington,  Rayford 

E.40 

VV  CX  L  v>  J-l  1     t\i  iV  \^  X 

3 

Whitney,  Charles  G. 

63 

millr  dpaler 

68 

Walker,  Francis  I. 

41 

98 

Bourque,  Abel 

40 

carpenter 

102 

Bickford,  Edwin  D. 

52 

watchmaker 

WELLINGTON 

STREET 

16 

Vinton,  Harvey  S 

33 

machinist 

School 

16 

Hennelly,  John 

70 

carpenter 

School 

22 

Miller,  Walter  L. 

55 

W.  w  CO. 

22 

Miller,  Lester  A. 

28 

Fuller  CO. 

24 

Mansfield,  Harold  B. 

44 

bank  clerk 

28 

Stone,  William  B. 

61 

merchant 

32 

Masters,  Charles  A. 

53 

merchant 

36 

Mace,  Oliver  E. 

38 

dry  goods 

38 

Cobe,  Nathan 

66 

stamp  dealer 

42 

Hodgkins,  Merle  Young22 

student 

42 

Hodgkins,   Lionel  R. 

58 

provisions 

42 

Dubois,  William  H. 

67 

merchant 

46 

Clarke,  Adelman  E. 

44 

salesman 

56 

Glyde,  Frederick 

42 

W.  w.  CO. 

61 

Richards,  Charles  A. 

55 

organ  builder 

61 

Richards,  Carl  A. 

25 

Edison  elec.  co. 

59 

Brackett,  Llewellyn 

S.64 

salesman 

55 

Warren,  Richard 

30 

lumber 

0.  C. 

551/^  Arbour,  Thomas  J. 

26 

W.  w  CO. 

22  Robbins 

531/^  Bergstrom,  Theodore  S.28 

W.  w.  CO. 

331/2  Russell 

49 

Levison,  David 

51 

real  estate 

45 

Simon,  Victor  H. 

35 

W.  w.  CO. 

45 

Orpin,  Edward  G. 

35 

W.  w.  CO. 

43 

Currin,  James  H. 

31 

asst.  sales  mgr 

23  Dartmouth 

31 

Bennett,  William  J. 

68 

teamster 

31 

McCullough,  William 

33 

bleachery  emp. 

29 

Bowker,  Orris  F. 

25 

W,  w.  CO. 

Rich 

27 

Qualters,  John  J. 

42 

clerk 

25 

Clark,  Levi 

26 

foreman 

23 

Page,  Robert 

34 

moulder 

21 

Richardson,  Frank  W.  42 

merchant 

21 

Twigg,  Horace  C. 

42 

druggist 

19 

Murphy,  John  J. 

32 

city  emp 

.17 

Silke,  Thomas 

37 

hostler 

17 

Silke,  John  N. 

24 

B.  &  M.  r.  r. 

15 

Webb,  Bennie  E. 

33 

W.  w.  CO. 

26  Fairmount 

13 

Hartley,  Samuel 

51 

life  ins. 

13 

Rivers,  Ralph  D. 

27 

drug  clerk 

11 

Ring,  Charles  W. 

57 

harness  maker 
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No. 

Name 

Age 

Occupation           Residence  April 

11 

Ring,  Frank  A. 

25 

wire  clerk 

7 

Harding,  Nelson  J. 

65 

machinist 

WELLINGTON 

AVENUE 

6 

Burke,  Thomas  A. 

74 

janitor 

2 

Brodrick,  Ansel  W. 

67 

organ  builder 

12 

McCaffrey,  Augustus 

chauffeur 

12 

McCooley,  Joseph  S. 

25 

driver 

12 

McCooley,  Joseph 

47 

buc.  fact.  emp. 

7 

Cutler,  Charles  L. 

73 

physician 

5 

Banks,  James  H. 

53 

W.  w,  CO. 

WESTON  STREET 


1 1 

11 

Denniston,  Daniel  C 

AO 

auditor 

15 

Ferry,   Walter  A. 

42 

bookkeeper 

1  *7 
1/ 

Stevens.  Newell 

W.  w.  CO. 

21 

Haley,  Koscoe 

52 

carpenter 

21 

yueen,  William  J. 

35 

watchman 

37 

Kingsbury,  William  H. 

on 

39 

theatre 

47 

l^ane.  Fhilip 

on 

U ,  0.  navy 

Lane,  Emory  W. 

00 

organ  builder 

00 

42 

m  Q  i^ri  1  Till  C'f* 

131 

Lanagan.  Patrick  J. 

57 

clothing  dealer 

131 

Lanagan.  Arthur  G. 

21 

student 

141 

Starbuck,  Alexander 

75 

editor 

141 

Starbuck.  George  F 

42 

engineer 

141 

Starbuck.  Walter  F. 

45 

music  teacher 

147 

Chase,  Alfred  L. 

52 

salesman 

151 

Havens.  Francis  P. 

54 

W.  w.  CO. 

185 

Murray.   Daniel  E. 

46 

driver 

185 

Sparrow,  Eugene  C. 

56 

salesman 

185 

Andrews,  George  E. 

20 

photographer 

193 

Weymouth,  Osgood 

72 

carpenter 

193 

Boole.  Edward  C. 

54 

driver 

225 

Hill.  Wilford  A. 

51 

W.  w.  CO. 

247 

Bendslev.  Adolph  P.  J. 

46 

theatre 

261 

Jones,  Arthur  W. 

59 

farmer 

Stony  Brook 

Hemenway.  Charles  T. 

68 

W.  w.  CO. 

Stony  Brook 

Welles,  George  E 

52 

real  estate 

Stony  Brook 

Falk.  Harold 

29 

B.  &  M.  r.  r. 

Stony  Brook 

Falk.  John  A. 

56 

W.  w.  CO. 

Stony  Brook 

Hanson.  Forest  E. 

40 

mechanic 

Stony  Brook 

Bryden.  Christoper  H, 

76 

farmer 

Stony  Brook 

Bryden.  James  L. 

42 

engineer 

899  Main 


O.  C. 


18  Hammer 


CITY  OF  WALTHAM 

WARD  1 


List  of  All  Persons  Resident  in  Ward  1,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

PRECINCT  3 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O,  C.  stands  for  out  of  the  city. 


BACON  STREET 


House  No. 

Name 

Age 

120 

Stankard,  Thomas  J. 

50 

122 

Dillon,  Patrick  J. 

66 

124 

Nolan,  Michael  B. 

71 

O'Brien,  William  J. 

31 

136 

Williamson,  John 

43 

136 

Rodier,  Joseph  F. 

25 

142 

Raynor,  Reginald  S. 

32 

144 

Bowman,  Frank  A. 

24 

146 

Ferro,  Grazairo 

34 

160 

Hoade,  Patrick  Joseph 

41 

162 

McKillop,  Andrew  J. 

45 

164 

Rehill,  Robert  J.,  Jr. 

20 

164 

McKillop,  John  W. 

50 

164 

Rehill,  Robert  J. 

51 

212 

Drake,  Bradford  W. 

57 

214 

Edwards,  William  E. 

57 

222 

Sewall,  Edward 

24 

222 

Sewall,  Benjamin  B. 

35 

238 

Allen,  Bertram 

28 

238 

Allen,  Franklin 

59 

238 

Allen,  Lawrence  J. 

23 

Occupation  Residence  April  1,  1917 

mason 

foreman  31  Guinan 

emery  wh.  emp. 

driver 

machinist 

tool  maker 

W.  w.  CO.  O.  C. 

chauffeur  99  Willow 

section  hand 
beef  CO.  emp. 
clerk 

crossing  tender 
milkman 
grader 
teacher 

railway  mail  clerk 

student 

clerk 

piano  tuner 
poultryman 
student 
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I  louse  No. 

Name 

Age 

Occupation 

Residence  April  1 , 

238 

Tillotson,  Emery  A. 

32 

manager 

29  Murray 

250 

Ames,  Bliss  C. 

52 

manufacturer 

250 

Ames,  Ira  R. 

23 

bookkeeper 

258 

Fiske,  Horatio  F. 

50 

salesman 

290 

Deering,  Fred  A. 

38 

accountant 

199  Hammond 

320 

Worcester,  Alfred 

62 

physician 

322 

Rowe,  Willard  M. 

37 

dentist 

326 

Bullard,  Paul  R. 

43 

salesman 

346 

Gilbert,  John  R. 

33 

dentist 

346 

Little,  Charles  H. 

60 

carpenter 

7  Crafts 

369 

Speir,  Robert 

67 

foreman 

361 

Strong,  Albert  M. 

29 

draftsman 

0.  C. 

307 

Taylor,  Joseph  B. 

63 

merchant 

Flaherty,   Charles  A. 

53 

electric 

291 

Laighton,  William  B. 

53 

treasurer 

253 

Donlon,  Thomas  F. 

Am.  knit.  co. 

80  Lowell 

253 

Dermott,  Robert  H. 

73 

farmer 

253 

Dermott,  Henry  W. 

20 

machinist 

251 

Stamm,  Henry  A. 

23 

knitter 

249 

Farley,  William  F. 

34 

civil  engineer 

247 

Chapin,  Leslie  M. 

22 

machinist 

247 

Chapin,   George  L. 

41 

milk  dealer 

233 

Turner,  Wilbur  L. 

35 

stableman 

116  Taylor 

205 

Eaton,  Edward  A. 

27 

clerk 

205 

Wade,  John 

40 

retired 

145 

Marr,  William  J. 

44 

floor  layer 

140 

Burke,  William  F. 

24 

meat  cutter 

BEAR  HILL  AVENUE 

Woodbury,  Frank  A. 

32 

yachtsman 

0.  C. 

Woodbury,  Frank  H. 

36 

city  emp. 

Cormier,  Walter  J. 

26 

electrician 

Cormier,  Thomas  S. 

49 

carpenter 

CAUGHEY  STREET 

9 

Durkin,  John  J. 

49 

mason 

9 

Durkin,  Walter  F. 

21 

driver 

19 

Choate,  Hiram  S. 

79 

retired 

0.  c. 

19 

MacWhinner,  Joseph  N.  35 

shipper 

0.  c. 

21 

Morrison,  Robert  B. 

50 

chauffeur 

0.  c. 

45 

Wilbur,  Monroe  E. 

44 

bookkeeper 

64 

Ohnemus,  Frederick  J. 

55 

stableman 

SeVs  Furbush,  Edward  A. 

26 

machinist 

26 

Barnicle,  Michael  J. 

51 

driver 

24 

Cobb,  Fred  T. 

24 

clerk 

24 

Cobb,  George  T. 

52 

butcher 

22 

Harrington,  Charles  E 

56 

B.  m.  CO. 

20 

Bennison,  Harry  C. 

41 

milk  dealer 

10 

Pratt,  Edward  J. 

45 

expressman 

10  Middle 

CLARK  LANE 


Dyer,  Edward  H.  56  salesman 


26 
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House  No, 

Name 

Age 

Occupation 

Residence  April 

Seikel,  Hugo  B. 

34 

instructor 

Motley,  Caspar 

40 

student 

Burckes,  Ernest  W. 

54 

foreman 

Worcester,  James  S. 

66 

inventor 

DALE  STREET 

54 

Johnston,  Leonard 

30 

teacher 

0.  C. 

54 

Kennedy,  James  H. 

42 

driver 

0.  C. 

54, 

Schaufus,  Hug*!!  A. 

v5/ 

prod.  mgr. 

166  Ash 

74' 

Giddmg,  Charles  J. 

oO 

fireman 

82 

Sanderson,  Waldo  T. 

39 

clerk 

90 

Chaffee,  Stewart  W. 

27 

lawyer 

0.  C. 

90 

Chaffee,  Wilham  R. 

57 

real  estate 

0.  C. 

122 

Viets,  Francis  H. 

63 

pastor 

142 

Morse,  Raymond  A. 

30 

machinist 

74  Bedford 

156 

Salisbury,  James 

61 

r.  r.  emp. 

158 

Berr}-,  Harding-  D. 

49 

janitor 

162 

Eagles,  Leslie  P. 

40 

clerk 

216 

Butler,  Fred  W. 

■  39 

inspector 

10  Caughey 

222 

Pope,  Arthur  D. 

47 

night  watchman 

224 

Currin,  Roland  S. 

27 

bookkeeper 

224 

Balcum,  Joseph  E. 

35 

carpenter 

236 

Clark,  Charles  M. 

47 

salesman 

242 

LaCoy,  Fred 

31 

chauffeur 

244 

LaCoy,  Joseph 

46 

engineer 

244 

Larson,  George  V. 

47 

B.  &  M.  r.  r. 

.6  Calvary 

244 

Larson,  Fritz  G. 

25 

clerk 

6  Calvary 

244 

T                        T  T  "IT 

Larson.  Urno  V. 

22 

clerk 

6  Calvary 

252 

Erbe,  Gustave 

38 

machinist 

258 

Seymour,  Napoleon 

A(\ 

4U 

knitter 

0.  C. 

276 

Cobb,  Charles  H. 

47 

merchant 

off  Dalp 

Adams,  Edwm  F. 

56 

gardener 

290 

Burg,  Charles  G. 

45 

Metz  CO. 

302 

Anderson,  Henry  F. 

35 

machinist 

279 

Smith,  Samuel  C. 

manufacturer 

277 

J-zClolllllclIl,           Jr\ , 

shipper 

0.  C. 

275 

Smith.  Lewis  E. 

41 

garage 

269 

Bell,  Frank  N. 

73 

retired 

267 

Moran,  Robert  S. 

38 

butdher 

261 

Frederickson,  John  H. 

34 

W.  w.  CO. 

261 

Frederickson,  Arvid 

28 

machinist 

251 

Hoyt,  Walter  L- 

30 

knitter 

249 

Carl  Strom.  Knut  H. 

33 

E.  Howard  w. 

CO. 

183 

Whalen,  John  J. 

51 

butcher 

169 

Whelpley.  Harry  H. 

31 

city  emp. 

169 

Andrews,  Howard  C. 

24 

chauffeur 

169 

Andrews,  Chauncey  W 

.  56 

milk  dealer 

145 

McNally.  John  J. 

32 

butcher 

125 

S'hedd,  Oswald  A 

31 

student 

125 

Shedd,  Prescott  G. 

38 

engineer 

119 

Shedd,  Irving  E. 

40 

carpenter 
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House  No. 

Name 

Age 

Occupation  R< 

85 

Somers,  Robert  B, 

65 

manager 

83 

Baggley,  Edward 

22 

knitter 

83 

Clark,  Nelson  W. 

30 

driver 

81 

Sullivan,  Timothy  J. 

47 

manager 

81 

Desmond,  Paul 

24 

salesman 

77 

Vaughan,  James  P. 

54 

driver 

69 

Rand,  George  F. 

71 

provision  dealer 

ELSON  ROAD 


9 

Wilson,  Raymon 

27 

manager 

11 

Johnson,  John  W. 

53 

W.  w.  CO. 

13 

Gatd,  William  T. 

27 

salesman 

15 

Maynard,   Fred  W. 

39 

p.  0.  clerk 

17 

Malmgren,  Henry  T. 

29 

W.  w.  CO. 

51  Taylor 

17 

Malmgren,  Sigge  H. 

25 

W.  w.  CO. 

5  Summit 

19 

Barlow,  Loring 

27 

W.  w.  CO. 

21 

Tripp,  Fred  C. 

44 

carpenter 

23 

Allen,  Thomas  M.  R. 

40 

druggist 

25 

Tonkin,  John  C. 

58 

U.S.  arsenal 

42 

Cummings,  John  T 

30 

conductor 

0.  C. 

42 

Currin,  William  F. 

37 

carpenter 

44 

Buckley,  Lee  L. 

30 

photographer 

EDGEHILL  ROAD 

Forte,  Nicholas 

58 

fanner 

* 

Merlino,  Joseph 

53 

laborer 

FARNSWORTH  STREET 

Ohnemus,  Charles  A. 

46 

foreman 

*  FARNSWORTH 

AVENUE 

24 

Hadley,  Rodney  C. 

28 

W.  w.  CO. 

Hammond 

26 

Morrison,  Burton  W. 

24 

draftsman 

Hammond 

GREEN  STREET 

Hanson,  Theodore 

26 

W.  w.  CO. 

Hanson,  Walter  C. 

23 

jewel  maker 

Bardsley,  Harold  R. 

29 

machinist 

63  Ash 

Melanson,  Edward 

52 

carpenter 

Woodside,  James 

41 

blacksmith 

St.  John,  George  B. 

75 

W.  w.  CO. 

Decker,  William  F. 

47 

machinist 

Sawyer,  Charles  A. 

27 

Metz  CO. 

GREENWOOD 

LANE 

Hession,  John 

56 

laborer 

Buncher,  Henry  P. 

58 

cashier 

Page,  Frederick  H. 

57 

clergyman 

Archibald,  Fred  W. 

51 

teacher 

O'Hara,  Dwight 

25 

student 

O'Hara,  Elliot 

28 

supt.  dial  fact. 

28 
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House  No.  Name  Age  Occupation 

O'Hara,  Ezra  Fitch       23  student 

O'Hara,    Skidmore        22  student 

Metivier,  James  64  teacher 

74    Welchans,  Wm.  H.  jr.    21  student 

Welchans,  William  H.  48  clerk 

Wellington,  Edward       51  farmer 

Wellington,    Benjamin  25  farmer 

Harvey,  John  L.  60  lawyer 

Worcester,   Joseph       56  civil  eng. 

Worcester,  Thomas       21  student 


Residence  April  1,  1917 


GUINAN  STREET 


3 

Connerney,  Thomas 

36 

driver 

3 

King,  John 

30 

clerk 

27 

Dillon,  John 

23 

clerk 

27 

Dillon,  Thomas 

53 

foreman 

29 

Joyce,  Frank 

35 

baker 

O. 

C. 

31 

Riccards,  Sel 

31 

laborer 

33 

Russo,  Sel 

30 

laborer 

33 

Regoli,  Sel 

33 

hod  carrier 

Clahane,  John 

48 

plumber 

45 

Chandonait,  Alcide 

53 

carpenter 

47 

Veno,  Augustus 

57 

carpenter 

51 

McAloon,  Andrew 

49 

ins.  agt. 

59 

Riley,  Patrick  J.  jr. 

23 

chauffeur 

59 

Riley,  Patrick  J. 

60 

gardener 

59 

Riley,  Michael 

.55 

laborer 

0. 

C. 

61 

McKenzie,  Archie 

37 

chauffeur 

75 

Callahan,  John  P. 

31 

molder 

83 

H 

62 

Doherty,  John 

28 

laborer 

D. 

C. 

62 

Doherty,  Bernard 

30 

Emery  wh  co.  O. 

C. 

rear  62 

Sherman,  Frank 

42 

tinsmith 

66 

Hill,  George  R. 

21 

salesman 

70 

Martin,  James  J. 

51 

stone  mason 

70 

Martin,  John  J. 

27 

mason 

70 

Martin,  James  A. 

26 

N.  E.  T.  &  T. 

Co. 

72 

Newell,  Samuel  M. 

76 

farmer 

72 

Newell,  Bret  H. 

44 

laborer 

74 

Duffy,  John  J. 

38 

motorman 

76 

McKeown,  John 

22 

clerk 

76 

McKeown,  Thomas  F. 

24 

driver 

76 

Fay,  Christopher 

35 

laborer 

82 

Buzzelle,  William  B. 

36 

W.  w.  CO. 

84 

Culkeen,  Michael 

64 

laborer 

88 

Feeney,  Edward  P. 

45 

insurance 

HAMMOND  STREET 

118    Anliker,  Walter  35  machinist 

118  Quirk,  Lawrence  V.  26  machinist 
118    Collier,   Ellis  42  hardware 

118    Johnson,   Frederick  A.36  accountant 


87  Harvard 
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House  No.  Name  Age 

144    Peterson,   August   A  39 

144B  Dinsmore,  I'Yank  A.  32 

1441/2  Johnson,    Firdolf  21 

1441/^  Johnson,    Richard  24 

1441/^  Danielson,   Armandas  42 

144G  Brlgham,  Leslie  H  24 

146    Smith,  Bertram  W.  42 

148  Ross,  Malcolm  C.  31 
150    Lockwood,   Charles  W.43 

168    Dahl,  Carl  E.  52 

168  Hagberg,  Edward  46 
174  Emerson,  Cyrus  B.  82 
180  Patrick,  Dexter  B.  61 
188  Rose,  Norman  J.  65 
206    Tapley,  Edgar  A.  36 

206  Biddle,  Robert  N.  31 
212  Thomas,  John  B.  67 
212  Thomas,  William  A.  32 
214  Wentworth,  Frank  L.  62 
218  Gill,  William  T.  58 
211    Lord,  Rufus  E.  65 

207  Fisher,  Louis  36 
205  Dahl,  Axel  W.  26 
203  McGillivery,  Walter  L.  22 
203  McGillivery,  Hugh  45 
201  Sanger,  Paul  A.  33 
199  Lewis,  Frank  A.  33 
193  Wellington,  J.  Lowell  82 
187  Mairs,  J.  Kelso  44 
185  Martin,  Joseph  P.  29 
173    Jones,  Benjamin  F.  55 

169  Davisson,  Richard  H.  33 
117  Spessotti,  Armando  45 
115    Bisson,  Edward  35 


29 

Residence  April  1 ,  1917 


Occupation 
foreman 

B.  &  M.  r.  r.       45  Rich 
machinst 
machinist 

bleachery  emp.  Fiske 

W.  w.  CO. 

clerk 

W.  w.  CO. 

asst.  supt. 

W.  w.  CO. 

machinist 

retired 

foreman 

builder 

telephone  co. 

telephone  co. 

grocer 

teacher 

engineer 

salesman 

builder 

accountant  , 
W.  w.  CO. 

clerk 

letter  carrier 
jobber 

custom  house       197  Hammond 

retired  Dale 

secretary 

p.  o.  clerk 

W.  w.  CO. 

salesman 

electrician 

carpenter  41  Hammond 


HAWTHORNE  ROAD 


Coffin,  Willard  E. 

35 

machinist 

Anderson,  Morris 

35 

chauffeur 

IRVING 

STREET 

15 

Hatch,  Howard  S. 

31 

engineer 

17 

Rice,  Willard  K. 

63 

jobbing 

17 

Rice,  A.  Raymond 

23 

salesman 

19 

Parker,  Melvin 

71 

watchmaker 

21 

Rogers,  Rufus  W. 

58 

carpenter 

21 

Rogers,  Harold  W. 

29 

broker 

33 

Beamish,  Walter  J. 

52 

W.  w.  CO. 

28 

Johnson,  Paul 

37 

r.  r.  mail  clerk 

22 

Horner,  Charles  D. 

46 

jobmaster 

20 

Thompson,  Albert  F. 

40 

16 

Squarebriggs,  Herbert 

40 

Am.  ex.  CO. 

30 


WARD  1,  PRECINCT  2. 


LAWRENCE  STREET 


House  r^o. 

Name 

Aoe 

Occupation 

Residence  April 

14 

xvooney,  rnonias  F. 

OU 

odlcoxxidxx 

85  Pond 

1  Q 
io 

Coughlln,  Patrick  J. 

9S 

milK  UtJdltJl 

1  Q 

io 

Kelley,  Henry 

oo 

COnUUCLOl 

99 

T/^ Vi Ti a /^Ti     Lj^i x\~\ ivr 
juimisoii,  xLiiLLisr  ivi. 

manager 

9  A 

Johnson,  Harold  B. 

'^9 

W.  w.  CO. 

oU 

Blaisdcll,  George  E, 

4o 

broker 

"^9 

Oil 

r^cLtJiouii,   vjocai  X". 

oo 

W.  w.  CO. 

'<9 

iMllbOIl,  XllllllfcJl 

98 

W.  w.  CO. 

ol 

Corless,  Joseph.  H. 

•3  9 

W.  w.  CO. 

107  Pine 

ot 

jrenaexier,  Lreorge  xi. 

fiQ 

W.  w.  CO. 

QQ 

t)0 

i\.eiiy,  JnerDert  Lu. 

oD 

salesman 

49 

iviuzzey,  jesse  v^. 

Do 

Atlas  chem.  co. 

rtO 

TV/r  Q  Tl  o      0 1  f1              O     T*  O'  o  A 

xvidiisiiciu,   LTeoi&tJ  x^. 

private  secretary 

fift 
OU 

xjctrLUii,    J  dines 

00 

W.  w.  CO. 

fid. 

jc  lUkcy;  \v  iiiiaiu 

t:0 

engineer 

7fi 

xvenntjy,  r  i  anK  Jr . 

49 

compositor 

oU 

xiession,  iviicnaei 

00 

caretaker 

VV  Ul  tiJ.,     XJcJilJ dllllU 

47 

W.  w.  CO. 

0  I 

x^OULdS,    il<QWdrQ  J. 

00 

stone  cutter 

00 

xsarr,  JiirnesL  xl. 

4o 

printer 

Oo 

VLingidnu,  ineouoie 

49 

pastor 

1 

0± 

L^ldlxV,     .£i_lUcIotjy  Vj. 

'?7 
o/ 

architect 

61 

Partridge,  Adolph  E. 

67 

watchmaker 

57 

Olson,  Ivan  (1 

25 

W.  w.  CO. 

57 

Olson,  Alfred 

59 

hue.  fac.  emp. 

41 

Wellington,  Ernest  S. 

52 

hospital 

41 

Howard,  Charles  K. 

41 

agent 

dl 

Brown,  Edward  H. 

27 

clerk 

31 

Brown,  William  H. 

56 

insurance  agt. 

31 

Shafer,  Carl  A. 

45 

W.  w.  CO. 

23 

Powden,  William  W. 

53 

W.  w.  CO. 

LEONARD 

STREET 

1  o 

Morris,  Harold  W. 

38 

asst.  manager 

1  "7 

17 

Turner,  Nathaniel  W. 

64 

W.  w.  CO. 

z/ 

Wilson,  William 

59 

carpenter 

39 

Keane,  Leo  E. 

31 

civil  eng. 

39 

Keane,  Michael 

64 

marble  worker 

43 

Foster,  Louis  V. 

60 

draftsman 

43 

Foster,  Dan  B. 

26 

electrician 

50 

Saunders,  Edward  C. 

47 

watchmaker 

30 

Sullivan,  Francis  J. 

40 

bookkeeper 

36 

Sullivan,  James 

69 

retired 

30 

Barrett,  James  J. 

41 

painter 

44  Floyd 

26 

Harvey.  Gerald  R. 

30 

Edison  co. 

178  Robbins 

24 

Barnicle,  James  F. 

47 

salesman 

LEXINGTON 

STREET 

146 

Harrington,  Clifford  F. 

30 

civil  eng. 

158 

Cutler,  Edward  E. 

51 

milk  dealer 

WARD  1,  PRECINCT  2.  31 


House  No. 

Name 

Age 

Occupation 

Resid 

ence  April  1 

168 

Viles,  Walter  S. 

71 

engraver 

170 

Katos,  Lewis 

26 

candy  maker 

0.  C. 

170 

Katos,  Arthur 

29 

candy  maker 

0. 

C. 

170 

Katos,  George 

26 

candy  maker 

0. 

C. 

180 

Newman,  James  W. 

72 

florist 

180 

Peterson,  Frederic  W. 

26 

carpenter 

186 

Plant,  Louis 

30 

knitter 

0. 

C. 

186 

Garnar,  Walter 

46 

knitter 

54 

Dale 

188 

Deehan,  Walter  T. 

22 

clerk 

200 

Justason,  Wilfred 

22 

clerk 

200 

Justasom,  George  E. 

45 

grocer 

290 

Clark,  George  F. 

42 

navy  yard 

306 

Huntington.  Charles  W 

.  62 

clergyman 

326 

Jar\ds,  William  F. 

60 

physician 

336 

Yetten,  Jasper  H. 

54 

expressman 

336 

Yetten,  LeBaron  R. 

24 

concreter 

362 

Johnson,  Robert  B. 

51 

jeweler 

362 

Johnson,  Sherman  H. 

21 

auto  repairer 

380 

Nichols,  Frank  W. 

39 

driver 

380 

Nichols,  Henry  C. 

75 

retired 

396 

Childs,  Melvin  L. 

68 

retiired 

396 

Shedd,  William  C. 

36 

electrician 

402 

Smith,  Walter  H. 

58 

milk  dealer 

402 

Smith,  Oliver  C. 

26 

milkman 

410 

Hill,  William  A. 

26 

student 

410 

Hill,  WilUam  H. 

59 

W.  w.  CO. 

428 

Johnson,  Newell  D. 

58 

dentist 

LINCOLN  STREET 

Smith,  Edward  P. 

74 

farmer 

LOCUST  STREET 

Viles,  Nathan  R. 

80 

farmer 

Viles,  Fred  R. 

32 

farmer 

Smith,  William 

22 

farm  hand 

Gindrod,  Robert 

31 

foreman 

LORD 

STREET 

11 

McDonald,  James  L. 

42 

trav.  salesman 

15 

Higgins,  Francis  H. 

37 

bookkeeper 

17 

David,  Charles  H. 

38 

salesman 

Locke,  William  E. 

36 

manager 

Locke,  Frank  0. 

66 

W.  w.  CO. 

27 

Frese.  Frederick  C. 

56 

W.  w.  CO. 

31 

Swift,  Or\d\\e  W. 

52 

W.  w.  CO. 

31 

Swift,  Stanley  C. 

22 

teacher 

0. 

C. 

LUNDA  STREET 

Richardson,  Edward  C. 

39 

W.  w.  CO. 

Towne,  Edwin  C. 

25 

milk  inspector 

Towne,  Warren  N, 

60 

merchant 

32 
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Hr 


use  No. 

Name 

Age 

Occupation 

lowne,  Albert  IN. 

11 

lumber  yard 

11 

Gibbs,  Richard  M. 

67 

W.  w.  CO. 

King,  Frederick  E. 

57 

clerk 

King,  Charles  J. 

27 

auto  emp.  , 

Wellington.  John  M. 

76 

farmer 

Wellington,  Walter  M. 

49 

W.  w.  CO. 

Wellington,  Wilbur  E. 

22 

W.  w.  CO. 

Swenson,  Claus  A. 

'  47 

W.  w.  CO. 

MAIN 

STREET 

1271 

Anderson,  John  A. 

54 

organ  maker 

^1295 

Stone,  Howard  L. 

67 

milkman 

1295 

Stone,  George  H. 

31 

milkman 

1309 

Robinson,  James  A. 

39 

milkman 

1339 

Jackson,  Herbert  L. 

59 

optician 

1345 

Huguenin,  Arthur  L. 

49 

tool  maker 

1347 

Demond,  Harry  E. 

35 

watchmaker 

1351 

Thompson,  Ernest  C. 

40 

builder 

1380 

Jones,  S.  Orville 

32 

farmer 

1380 

Jones,  Dexter  F. 

65 

farmer 

1380 

Jones,  Alfred  G. 

25 

farmer 

1400 

McQuillan,  Roy  H. 

32 

machinist 

1400 

Wingate,  Joshua  S. 

41 

machinist 

Residence  April  1,  1917 


MURRAY  STREET 

9    Currin,  Richard  50   police  captain 


9  Emerson,  Edward  W. 
19   Jones,  George  F. 


31  foreman 
36    W.  w.  CO. 


PLYMPTON  STREET 


16  Lavoy,  Max  E.  54 

18  Connors,  Michael  51 

18  Connors,  James  J.  24 

18  Connors,  Edward  21 

18  MacLean,  Daniel  30 

20  Dougherty,  Dennis  W.  48 

22  Richard,  Oscar  27 

24  Lane,  John  J.  57 

26  Lanagan,  Leo  20 

28  Rlppen,  Ernest  W.  30 

30  O'Neil,  John  B.  47 

66  Busby,  Alfred  J.  26 

66  Busby,  James'  55 

74  Kimball,  George  H.  56 

82  Whitcomb,  John  F.  65 

82  Draper,  Fred  E.  61 

88  Whitcomb,  Ernest  A.  66 

152  Deffley,  Frank  E.  43 

154  Linder,  Charles  54 

154  Linder,  Robert  A.  22 

3  Calontropo,  Sebastisso,32 


O.  C. 
O.  C. 


painter 
carpenter 
carpenter 
carpenter 
teamster 
stableman 
buc,  fact.  emp. 
teamster 
machinist 
W.  w,  CO. 
clerk 
pedler 

Spinner  O.  C. 

W.  w.  CO. 
W.  w.  CO. 
bookkeeper 
business  manager 
machinist  Vernon 
laborer 
W.  w.  CO. 

laborer  Noonan 


I 
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I  louse  No. 

Name 

Ace 

^^ccup&tion 

Residence  .April 

13 

Hollum,  Richard  G, 

90 

gr.  wh.  emp. 

15 

Farrington,  Thomas 

tiAo 

mason 

17 

Jensen,  Charles  S. 

W.  w.  CO. 

1  1  97  IVToin 

iio<  iviain 

11  y2  Lundgren,  John  A. 

54 

woodworker 

yj. 

19 

Gillispie,  James  C. 

65 

carpenter 

21 

Rehnberg,  Harry  S. 

30 

W.  w.  CO. 

25 

McDevitt,  John  J. 

21 

oooKKeeper 

25 

McDevitt,  James 

62 

carpenier 

25 

Trainor,  George 

33 

carpenter 

25 

Hatfield,  George  W. 

27 

carpenter 

49 

Thomas,  Charnley,  jr.  26 

watchma'ker 

Z'*^  uaie 

51 

Corbett,  Frederick  Geo.33 

mill  emp. 

53 

McNally,  Charles  T. 

27 

wdicniiiaKer 

55 

Dwyer,  John  V. 

31 

macninisL 

65 

Stover,  Guy  B. 

44 

manager 

65 

Fleming,  Harold  J. 

23 

student 

83 

Steams,  Alvin  R. 

52 

clerk 

107 

Torrop,  Nowl  H. 

61 

Insurance 

109 

Barnicle,  Peter  J. 

79 

retired 

i^t^onara 

109 

Tyrer,  Peter  A. 

36 

salesman 

117 

Saw  telle,  George  M. 

83 

salesman 

119 

Chad  wick,  James  B. 

26 

mech.  eng. 

o.  c. 

119 

Chadwick,  James 

58 

W.  w.  CO. 

131 

Maurer,  William  A. 

30 

bookkeeper 

137 

Heath,  Lindsay  H. 

35 

W.  w.  CO. 

141 

Lathrop,  Andrew  J. 

77 

lawyer 

153 

Gibson,  Roland  A. 

31 

grocer 

159 

Ballard,  George  F. 

73 

W.  w.  CO. 

1 AQ 
lOo 

Moody,  A.  Lincoln 

57 

inspector  plumbing 

PLYMPTON 

AVENUE 

Ryan,  Joseph  A. 

37 

mail  clerk 

1 

Dennison,  Walter  C. 

36 

driver 

PRENTICE 

STREET 

s 

Lyon,  Edward  W. 

66 

watchmaker 

12 

Ball,  Ralph  L. 

43 

broker 

14 

Olson,  Hilbert  A 

27 

organ  builder 

14 

Hague,  Harry 

62 

W.  w.  CO. 

16 

Hildreth,  J.  Victor 

59 

ship  fitter 

25 

Swan,  Eddie  N. 

59 

clerk 

PROSPECT 

HILL  AVENUE 

101 

Abrahamson,  Oscar 

39 

watchmaker 

Keegan,  Thomas  H. 

47 

motorman 

Strom,  Frans  0. 

59 

carpenter 

Strom,  Thure 

27 

W.  w.  CO. 

STERLING 

ROAD 

5 

Mossberg,  Carl  Oscar 

44 

machinist 

13 

Gay,  Leon  F. 

27 

W.  w.  CO. 

I 


34 
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House  No. 

Name 

Age 

Occupation 

17 

Bannan,  William  J. 

36 

lawyer 

25 

Orr,  John  R. 

49 

W.  w.  CO. 

39 

Thompson,  George  E. 

45 

machinist 

41 

Anthoine,  William  J. 

51 

leather 

41 

Powers,  Harrison  C. 

27 

machinist 

43 

Powers,  Howard  0. 

45 

salesman 

45 

Rhodes,  Austin  D. 

32 

machinist 

50 

Allen,  Frederick  A. 

50 

carpenter 

48 

Corrigan,  John  B. 

51 

painter 

44 

Perry,  Kenneth  R. 

31 

clerk 

42 

Fahey,  John  J. 

34 

Metz  emp. 

40 

Duffy,  Thomas  J. 

r\m 
Ol 

conductor 

38 

Sloan,  Andrew  B. 

38 

insurance 

24 

Olson,  Andrew 

54 

organ  builder 

24 

Olson,  Clarence  W. 

24 

organ  builder 

24 

Lund,  Bjarne 

24 

watchmaker 

16 

Royle,  Percy 

37 

W.  w.  CO. 

10 

Miche,  Gustave  A. 

32 

watchmaker 

10 

Miche,  Alfred  A. 

34 

watdhmaker 

SUMMIT  STREET 

5 

Penn,  George  W. 

54 

boxmaker 

13 

Lagerblade,  Eric  G. 

35 

W.  w.  CO. 

15 

Carlson,  Hjalmar  C. 

28 

W.  w.  CO. 

25 

Lefevre,  Jude  E. 

42 

W.  w.  CO. 

37 

Hudson,  John  R. 

45 

druggist 

41 

Griswold,  Ernest  H. 

30 

accountant 

41 

Butman,  Fred  L. 

54 

real  estate 

6 

Lawless,  James  A. 

42 

machinist 

30 

Lucas,  William  L. 

24 

salesman 

30 

Lucas,  William  H. 

41 

W.  w.  CO. 

36 

Anderson,  David 

41 

watchmaker 

40 

Patterson,  Walter  A. 

42 

elec.  eng. 

86 

Powden,  Charles  G. 

28 

W.  w.  CO. 

Residence  April  1,  1917 


O.  C. 


O.  C. 


102  Russell 


58  Tomlin 


TOMLIN  STREET 


10 

Frederickson,  Carl  G. 

42 

U.  S.  arsenal 

28 

Bemis,  George  E. 

46 

mason 

32 

Worley,  John  L. 

25 

jewel  maker 

9 

Olsoni,  John  Rudolph 

29 

W.  w.  CO. 

9 

Olson,  John 

56 

organ  fac.  emp 

17 

Collins,  Joseph  B. 

36 

letter  carrier 

29 

Helgeson,  Rudolph  L. 

32 

organ  builder 

VARNUM 

PARK 

Smith,  Samuel  F. 

28 

stenographer 

WEST 

STREET 

Jones,  Moses 

60 

carpenter 

Mayer,  Richard 

41 

broker 

Coldwell,  Horace  G. 

61 

farmer 

Fairmount  Ave. 


4 
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WHITFORD  TERRACE 
House  No.  Name  Age    Occupation  Residence  April  1 ,  1 9 1 7 

19    Havener,  Fred  N.  50   asst.  supt.  streets 


WINTER  STREET 


Griggs,  Clifford  S. 

23 

foreman 

Ganello,  Benedetto 

62 

farmer 

Princiotta,  Michele 

47 

farm  hand 

Princiotta,  Antonio 

21 

farm  hand 

Stewart,  Francis  J. 

45 

farmer 

Spooner,  Carl 

30 

farmer 

Sharon 

Jones,  Moses,  Jr. 

30 

farmer 

Bradley,  Harry  E. 

42 

farmer 

0.  C. 

Joyce,  Norman 

45 

farmer 

Griggs,  Thomas 

55 

farmer 

Caughey,  Reuben  W. 

85 

farmer 

Caughey,  Reuben  H. 

48 

letter  carrier 

Prebble,  Frank  A. 

50 

foreman 

WOODLAWN 

AVENUE 

o 

£i 

McDonald,  Rupert  G. 

53 

car  man 

9 

Wilson,  Charles  E. 

20 

buc.  fact.  emp. 

A 

'k 

Creed,  Francis  H. 

48 

W.  w.  CO. 

ft 
O 

Cormier,  Joseph 

26 

Metz  CO. 

lo  j-^awrence 

g 

Dutcher,  Edwin 

76 

retired 

iO    l^dWi  Clitic 

o 

Tomlin,  William 

46 

knitter 

q 
o 

Ricker,  Francis  H. 

41 

machinist 

WORCESTER  LANE 

Burnham,  Lewis  T. 

74 

builder 

Whittemore,  Harvey  F. 

35 

florist 

Whittemore,  Henry 

74 

retired 

0.  c. 

Reed,  John  S. 

54 

paper  mfgr. 

Montsie,  Warren  E. 

25 

instructor 

Montsie,  Edward  C. 

54 

janitor 

Porter,  Charles  T. 

30 

physician 

Dunlap,  Albert  M. 

33 

physician 

0.  c. 

Perry,  Chauncey  R. 

46 

civil  eng. 

Perry,  John  T. 

20 

student 

Moses,  Elliot  B. 

25 

student 

Guhck,  Millard  B. 

26 

architect 

0.  c. 

Donnelly,  Martin 

74 

coachman 

Wing,  Lester  C. 

26 

student 

r 


CITY  OF  WALTHAM 

WARD  2 

List  of  All  Persons  Resident  in  Ward  2,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


ALBEMARLE  AVENUE 

House  No.  Name  Age    Occupation  Residence  April  1 ,  191 7 


Moss,  Harold  B. 

31 

nurse 

O. 

C. 

Coleman,  James  W. 

45 

r.  r.  agt. 

Beeler,  Frederick  A. 

28 

cabinet  maker 

0. 

C. 

Jarvis,    Charles  A. 

46 

printer 

Pajanen,  John  E. 

42 

joiner 

Strem,  Charles  O. 

39 

organ  builder 

Hurley,  Jeremiah  J. 

32 

moulder 

O. 

C. 

Walters,  Edom  B. 

37 

shipper 

ARCADIA  AVENUE 

Penny,  William 

55 

laborer 

BARNES  STREET 

Coker,  Jesse 

72 

minister 

Coker,  Josiah 

45 

gardener 

Barrett,  John  M. 

58 

machinist 

Twomey,  John 

24 

carpenter 

Twomey,  Daniel  D. 

51 

carpenter 

Johnson,  A,  J. 

37 

mason 

0. 

C. 

Jones,  Albert 

34 

organ  mfgr. 

Tirrell,  Henry  E. 

28 

tel.  CO. 

0. 

C. 

Chapman,  Charles  A. 

43 

Hood  rubber  co. 

O. 

C. 

Pomfret,  George  H. 

37 

bookkeeper 

WARD  2. 


37 


BEAVER  STREET 


1  I  VT 

House  INo. 

Name 

Age 

(Jccupalion 

Kesidence 

Smith,  Alexander  R.  Jr.31 

lawyer 

Blanchard,  Samuel  E. 

48 

engineer 

Blanchard,  Carl 

21 

student 

Hoxie,  Fred 

52 

foreman 

0.  C. 

717 

Clark,  William  W. 

22 

student 

717 

Clark,  Walter  B. 

65 

gardener 

717 

Clark,  J.  Fred 

24 

student 

Sears,  Richard 

42 

real  estate 

■ 
1 

Lunstrom,  Jacob 

36 

farm  hand 

Cahill,  Charles  J.  R. 

48 

foreman 

McLaughlin,  Ira 

37 

milkman 

McL^ne,  James 

26 

farm  hand 

Keely,  Peter 

26 

farm  hand 

Brown,  Henry  S. 

49 

milkman 

O.  C. 

French,  Leon 

35 

farm  hand 

O.,  C. 

McGarvie,  John  W. 

35 

farm  hand 

Howell,  James  A. 

45 

farmer 

Goss,  L. 

33 

farm  hand 

O.  C. 

Rogers,  George 

22 

poultry  man 

0.  C. 

Connors,  William 

33 

barn  man 

Wagner,  Oran 

55 

barn  man 

Haigg,  Otto 

35 

milkman 

O.  C. 

Cahill,  William 

35 

coachman 

Wollrath,  John 

57 

florist 

Wollrath,  Ernest 

26 

florist 

rear  139 

Janiten,  Arnold 

29 

florist 

139 

Gas  son,  John 

36 

florist 

O.  c. 

139 

Kunan,  Ernest 

37 

florist 

O.  c. 

1  on 

Bauman,  August 

31 

nonst 

o.  c. 

Beane,  Horace  E. 

47 

merchant 

93 

Silsby,   Charles  M. 

28 

foreman 

Macbein,  Victor 

42 

manager 

Dunn,  John  A. 

30 

telephone 

Dunn,  Thomas 

33 

telephone 

Ensworth,  Marcus  H. 

29 

Edison  light 

emp 

Ensworth,  Charles  R. 

55 

W.  w.  CO. 

McCullough,  James 

51 

laborer 

BOW  STREET 

Shea,  John 

39 

foreman 

Maher,  Frank  T. 

53 

farmer 

BROOKFIELD  ROAD 

22 

Spear,  Alonzo  P. 

53 

salesman 

o.  c. 

Miller,  Edward  B. 

32 

carpenter 

Holcomb,  Lyle  R. 

26 

clerk 

o.  c. 

Barnes,  Harry  T. 

35 

clerk 

o.  c. 

25 

Miller,  Arthur  B. 

39 

salesman 

o.  c. 

McLaskey,  Myles  E. 

39 

salesman 

o.  c. 

Soper,  Fred  L. 

47 

solicitor 

o.  c. 

38 
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CHESTERBROOK  ROAD 

House  No.  Name  Age    Occupation  Residence  April  1,  1917 

Kilgore,  M.  J.  49    jewel  maker 

36  foundry 

CHURCH  STREET 


Richards,  Bert 


1  Maguire,   George  J. 

1  O'Toole,  John 

1  Miilcahey.  Paul 

1  Crommelt.  Harry 

1  Driscoll,  Joseph 

15  McManama,  J.  Carl 
23  Barnes,  Walter  C. 
27  Churchill,  John  M. 
29  Connolly,  Michael  J. 
59  Barry,  Ephraim  L. 
91  Bryden,  Samuel  D. 
99  Farley,  Frederick  VV. 

8  Hayes,  Malcolm  P. 

14  May,  John  H. 

14  Hardyman,  John 

14  May,  Charles  F. 

14  May,  Charles  F. 

16  Parks,  Arthur  H. 
18  Lawless,  John  J. 
18  Lawless,  Leo  L. 
18  Lawless,  John  J. 
20  Norton,  Patrick  J. 
62  McCusker,  John  H. 

62  McCusker,  Bernard  G. 

62  McCusker,  John  H. 

64  Phillips.  Louis  A. 

66  Donahue,  Patrick  E. 

66  Gallagher,  James 

68  Tinker,  Laroy  D. 

70  Guinan,  Edward  F. 

74  Wooley,  James  J. 

80  Collins,  John  J. 

80  Haggerty,  Daniel  T. 

84  Bennett,  Edward  S. 

841^  Sauliner,  Elmer  T. 

90  Preble,  Frank  L. 

100  Veno,  John  P.  A. 

114  HamHn,  WilHam  E. 

132  Robinson,  Fred  L 


26  grocer 

25  tinsmith 
28  chauffeur 
28  clerk 

26  repairer 
30  physician 

55  machinist 

56  watchmaker 
53  lawyer 

65"'  printer 

43  engineer 

59  watchmaker 
26  salesman 

24  .clerk 

83  retired 

22  clerk 

47  conductor 

46  engineer 

45  W.  w.  CO. 

20  cashier 

22  clerk 

53  plumber 

21  soldier 

23  student 

60  contractor 

46  clerk 

41  agent 
76  retired 

45  machinist 

28  civil  engineer 

38  clerk 

54  toolmaker 

46  salesman 

47  dentist 
37  designer 

59  civil  engineer 

53  carpenter  - 

42  physician 
41  real  estate 


CLEMATIS  AVENUE 

Haron,  James  M.  25  machinist 


Haron,  Carl 
Newcomb,  Russell  N. 


27  electrician 
43  salesman 


O.  C. 

Taylor 

Heard 


40  Crescent 


Townsend 


178  Newton 
178  Newton 


O.  C. 


COLLEGE  FARM  ROAD 

Jones,  Harry  F.  40    provision  dealer 


\ 


WARD  2. 
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No. 


Name 


Age  Occupation 


Residence  April  1,  1917 


Salbucci,  Peter 

33 

farmer 

19 

Lawson,  Carl 

37 

elect,  eng. 

19 

Wilson,  Clifford  M. 

29 

carpenter 

COMMON  STREET 

11 

Coyle,  Thomas  J. 

60 

laborer 

11 

Keane,  Patrick 

47 

laborer 

23 

I%eade,  Patrrck  F. 

36 

undertaker 

23 

Reade,  Frank 

30 

clerk 

23 

Bergin,  Joseph  M. 

37 

bookkeeper 

23 

Bergin,  Michael 

76 

undertaker 

23 Vo  Stevenson,  George  R. 

30 

bleachery  emp. 

2372  Stevenson,  Simeon  J. 

61 

night  watchman 

25 

Cloonan,  Frank 

22 

clerk 

25 

Cloonan,  Thomas 

68 

machinist 

31 

Larkin,  John  J. 

57 

blacksmith 

31 

Larkin,  Allen  J. 

21 

helper 

35 

Ford,  Thomas  P.  . 

41 

salesman 

35ACooley,  George  E. 

30 

clerk 

37 

Finnegan,  Thomas  J. 

43 

clerk  p.  0. 

37AMoynihan,  Cornelius  J. 

36 

chauffeur 

39 

Sweet,  Frederick  B, 

39 

painter 

•4 

Potter,  Charles  W. 

39 

salesman 

4 

McDonald,  Duncan 

51 

shoemaker 

8 

Galway,  John 

60 

motorman 

8 

Mayall,  George  E. 

28 

nurse 

8 

Manning,  Edward  F. 

37 

watchmaker 

8 

Lynch,  John  F. 

43 

steam  fitter 

8 

Galway,  George  L. 

30 

motorman 

8 

Carr,   Edward  D. 

40 

insurance  agt. 

8 

Carter,  Wilbur  E. 

46 

real  estate 

8 

Whitcomb,  Louis  J. 

43 

carpenter 

16 

Pyne,  Herbert  M. 

43 

W.  w.  CO. 

16 

Pyne,  Herbert  A. 

22 

adv.  agt. 

18 

Curtin,  John  J. 

35 

physician 

rear  18 

Hines,  Michael 

47 

teamster 

I8V2  Barrett,  James  W. 

44 

machinist 

20 

Sullivan,  John  Francis 

22 

machinist 

20 

Sullivan,  John 

41 

chauffeur 

221/2  Norton,  William  J.  P. 

23 

plumber 

26 

Courtenay    Thomas  J. 

31 

physician 

26 

Connolly,   Martin  T. 

40 

letter  carrier 

38 

Campbell,  John  E. 

45 

painter 

40 

Kelly,  Thomas  F. 

39 

teamster 

COPLEY 

AVENUE 

27 

Beacher,  William  J. 

30 

conductor 

CURVE 

STREET 

36 

Burckes,  John  W. 

60 

foreman 

36 

Burckes,  Richard 

24 

student 

337  River 


6  Emerv 


40 


WARD  2. 


□WIGHT  STREET 


No. 

Name 

Age 

Occupation 

Residence  April  1 , 

McVicker,  Lewis  B. 

27 

clerk 

Munroe,  Irving  F. 

52 

real  estate 

Jones,  Guy  F. 

37 

N.  E.  t.  &  t.  CO. 

Shedd,  Clarence  L. 

22 

eiec  uncian 

o  r 

8 

Stavers,  George  W. 

40 

m  o  r^ln  inn  CS^" 

maciiiniBi 

ELLISON 

ROAD 

Coville,  John  A. 

57 

superintendent 

Coville,  J.  Wilder 

21 

student 

Tebbetts   Frederick  C. 

36 

clerk 

• 

Staples,  Henry 

40 

bank  clerk 

Dwinell,  Charles  H. 

38 

hardware 

35 

Berry,  L.  Otis 

28 

milk  dealer 

1 

Berry,  Alvin  E. 

56 

milk  dealer 

Barrow,  George  W. 

43 

milk  dealer 

15 

Blodgett,  Adelbert  M. 

43 

bookkeeper 

Sanderson,  Robert  H. 

27 

clerk 

Taylor,  Ernest  B. 

37 

dentist 

Higgins,  Joseph  A, 

63 

merchant 

EXCHANGE  STREET 

61 

Murphy,  George 

25 

laborer 

• 

61 

Murphy,  Michael 

21 

clerk 

39 

Cassidy,  Patrick 

39 

laborer 

65 

Crehan,  John 

40 

moulder 

f^n  c+lo 

«^asLie 

71 

Lane,  Martin 

39 

foundry  emp. 

79 

Wright,  George  R. 

59 

teamster 

oi  ri/xcnange 

79 

Connearny,  John 

42 

clerk 

79 

Furbush,  James 

65 

carpenter 

L/3.ugney 

81 

S tankard,  Walter  M. 

28 

dentist 

81 

S tankard,  Thomas  F. 

36 

p.  o.  clerk 

81 

Stankard,  Frederick  A. 

31 

dentist 

83 

Butler,  Daniel  F. 

34 

laundryman 

Park  PI. 

85 

I^elly,  Patrick  J. 

51 

laborer 

FANEUIL 

ROAD 

14 

Bodge,  Willard  C. 

29 

bank  teller 

lO 

French,  Joseph  A. 

26 

engineer 

49  Pleasant 

20 

Ryan,  D.  Joseph 

46 

foreman 

20 

Dodge,  Edward  W. 

57 

sales  manager 

22 

Bard,  Robert  L. 

31 

machinist 

24 

Flynn,  John  F. 

31 

manager 

0.  C. 

26 

Hager,  Louis  P. 

50 

promoter 

28 

Gardner,  John  J. 

43 

letter  carrier 

25 

Corrigan,  Michael 

35 

barber 

27 

Doherty,  John  W. 

46 

machinist 

FOREST  STREET 

lodice,  Sabatino 

34 

farmer 

Paino,  Gaetano 

37 

farmer 

WARD  2. 
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I  louse  No.            Name  Age 

Delle  Pigne,  Joseph  29 
Delle  Pigne,  Alexander  53 

Busa,  John  22 

Busa,  Antonio  30 

Busa,  Francisco  29 

Busa,  Gaetano  25 

Pino,  Thomas  35 

Bicchieri,  Nunzio  40 

Bicchieri,  Anionio  70 

Hunt,  Henry  E.  44 

Lynch,  Francis  43 

Lynch,  David  J.  49 

Doty,  George  H.  57 

Capadona,  Giuseppe  61 

Michallizi,  Andrea  44 

Doty,  Augustus  P.  25 

Harden,  Richard  52 

Bjork,  Otto  34 

Burke,  James  E.  45 

Rivaldi,  Joseph  24 

Clare,  Arthur  21 


Richardson,  Frederick  46 


Occupation  Residence  April  I,  1917 

farmer 
farmer 
farm  hand 
farm  hand 

farmer  O.  C. 

farmer 

farmer 

retired  O.  C. 

retired  O.  d 

farmer 

farmer 

farmer 

publisher 

farm  hand  O.  C. 

farmer  O.  C. 

student 

chauffeur 

farmer 

foreman  O.  C. 

farm  hand  O.  C. 
farm  hand  O.  C. 
house  man 


GIBBS  COURT 


1 

Hayes,  Archibald  J. 

36 

W.  w.  CO. 

1 

Hayes,  Joseph 

23 

machinist 

1 

Hayes,  William  C. 

61 

ins.  agent 

3 

Mezzerole,  John 

53 

carpenter 

5 

Patriquin,  Truman  R. 

40 

chauffeur 

0. 

C. 

4 

Duddy,  Frank  M. 

31 

watch  tool  maker 

6 

Gaudet,  Thomas  A, 

52 

pitman 

75 

Harvard 

8 

Clifford,  John  E. 

50 

r.  r.  agt. 

GILL 

Johnston,  William  J. 
Fulton,  Benjamin  W. 
Eiwing,  Charles  H. 
Shea,  John  P. 


ROAD 

36    Hood  rubber 

46  electrician 

36  inspector 

32    inspector  O.  C. 


GORMAN'S  COURT 


157 

Maniaci,  Carmelo 

36 

laborer 

159 

OfRcius,  Tony 

29 

laborer 

159 

Paolina,  Sebastian 

28 

laborer 

163 

Cremin,  Dennis 

34 

carpenter 

0.  C. 

161 

Gorman,  John  J. 

38 

machinist 

161 

Gorman,  John  J. 

74 

lather 

163 

Paladino,  Tony 

38 

mill  hand 

163 

Olivo,  Domenick 

26 

laborer 

39  Spring 

163 

Cardillo,  Antonio 

36 

laborer 

39  Spring 

Pierce,  Myles 

59 

laborer 

42 


WARD  2. 


HARRIS  STREET 


House  No. 

Name 

Age 

Occupation 

Residence 

14 

Pickering,  A.  J. 

35 

accountant 

0. 

c. 

14 

Needham,  John 

35 

accountant 

O. 

G. 

14 

Slee,  Warren  H, 

31 

supervisor 

0. 

C. 

14 

Holden,  Allen  K. 

46 

salesman 

18 

Davi&,  Robert  A. 

46 

salesman 

24 

Maynard,  George 

76 

retired 

30 

Webster,  William  A. 

61 

photographer 

30 

Webster,  John  T. 

56 

real  estate 

0. 

C. 

36 

Stearns,  Frederick  A. 

62 

merchant 

40 

Kennedy,  John  A. 

42 

salesman 

23 

Shirley,  George  M. 

35 

frieght  agent 

29 

Richardson,  Henry 

62 

manufacturer 

33 

Luce,  Enos  T. 

86 

retired 

3^ 

Luce,  Robert 

55 

lawyer 

51 

Gibbs,  Joseph  W. 

39 

clerk 

HOLLACE  STREET 

Sweetser,  Arthur  E. 

42 

r,  r.  emp. 

Higgins,  Herbert  C. 

34 

Metz.  CO 

Gjordano,  Sam 

33 

laborer 

36 

Arro,  Sam 

33 

farmer 

Russell,  Charles  H. 

60 

locksmith 

Coninson,   Claud  M. 

34 

manager 

O. 

C. 

LAKE 

STREET 

35 

Howard,  Arthur  E. 

50 

carpenter 

35 

Howard,  Frank  L. 

22 

U.  S.  service 

Caughey,  John  W. 

42 

wheelwright 

Umbrello,  Pasquale 

46 

farmer 

O. 

C. 

Savoy,  Joseph  C. 

40 

carpenter 

0. 

C. 

LEXINGTON  STREET 


3 

Collins,  Edward  J. 

20 

U.  S.  service 

3 

Collins,  Frank  R. 

29 

clerk 

3 

Collins,  James  PI, 

60 

hotel  keeper 

o 

Collins,  James  H.  jr. 

24 

U.  S.  service 

3 

Collins,  Michael  P. 

57 

hotel  keeper 

5 

Lee  Chin 

47 

laundryman 

Handy,  Joseph  H. 

69 

fireman 

39 

Copson,  James  W. 

65 

mason 

39 

Copson,  William  A. 

32 

laborer 

43 

Keelty,  John 

40 

machinist 

43 

Cote,  Amidas  J. 

43 

painter 

43 

Connolly,  James 

50 

mill  hand 

Newton  St. 

43 

Ashton,  William 

55 

mill  hand 

Pine 

59 

Price,  Herbert 

30 

florist 

59 

Cady,  Patrick 

40 

teamster 

O.  C. 

59 

Hartman,  William  N.  G.54 

mason 

61 

Nersesian,  Simeon  G. 

42 

tailor 

151,  South 

63 

Raynor,  Harold  E. 

25 

milkman 

83  Maple 

WARD  2. 
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House  No. 

Name 

Age 

65 

Wynian,  Joseph 

35 

67 

Neal,  Ernest 

33 

69 

Phelps,  Walter 

36 

71 

McCabe,  John  M. 

66 

71 

Donahue,  Michael  J. 

jr  45 

73 

Burke,  Joseph  H. 

25 

73 

Burke,  Thomas  A. 

27 

73 

Burke,  James  F. 

22 

73 

Burke,  William  A. 

20 

75 

Wright,  William 

26 

81 

Jacobs,  Charles  F. 

52 

83 

Purves,  Norman  R. 

53 

103 

Warren,  Willard 

55 

147 

White,   Leo  P. 

24 

147 

White,  James  A. 

30 

147 

White,  Edward  F. 

27 

147 

White,  Thomas  H. 

32 

167 

Parkinson,  William  H.  35 

167 

T^i^'xir^iTi      T  j^/^  "XT 
jDOWeU,    JLi*30  i\. 

?Q 

209 

xuaLon,  ijreorge 

to 

211 

ivicvjiixicutjy ,  ridUK 

40 

327 

DKicLiiidLiif  Lreoige  JJ. 

48 

395 

XJalXU,    l^IiailcS  -Cj. 

69 

Clark,  Alden 

72 

409 

Conary,  Hoyt  L. 

51 

429 

Tuthill,  Charles  L. 

63 

431 

Caughey,  Joseph  H. 

53 

439 

McKenna,  James  H. 

70 

449 

Childs,  Harris  L. 

46 

459 

Ames,  Warren 

25 

489 

Kirkley,  Frank  L. 

41 

489 

Boyce,  John 

43 

489 

Stebner,  Rudolph 

28 

563 

Moore,  Charles  D. 

43 

563 

Thoburn,  Thomas 

20 

587 

Hardy,  Lewis  S. 

53 

591 

Childs,  Frank  E. 

40 

Hardy,  Cyrus  W. 

61 

Hardy,  Isaac  W. 

50 

Davis,  Elijah 

61 

Davis,  Prescott  L. 

30 

8 

Sheer,  Abe 

46 

8 

Sheer,  Louis  M. 

22 

12 

Minihan,  Daniel 

26 

12 

Richards,  Thomas 

39 

16 

MacPherson,  Donald 

25 

16 

Lacob,  Simon 

43 

16 

Reinhalter,  Joseph  F. 

39 

16 

Arnold,  Daniel  B. 

42 

16 

Smith,  Clinton  L. 

29 

20 

Pottle,  Seth  L. 

32 

Occupation  Residence  April  1  ^  1 9 1 7 

yarn  sorter  O.  C. 

foreman 

milkman 

conductor 

drug  clerk 

store  manager 

U.  S.  service 

shipper 

stenographer 

salesman 

steam  fitter 

station  agt. 

milkman 

butcher 

brakeman 

laborer 

watchmaker 

painter 

auto  repairer      270  School 

asst.  foreman 

veterinary 

teacher 

salesman 

farmer 

broker 

foreman,  W.  w.  co. 
bookkeeper 
chief  of  police 
conductor 

asst.  manager     250  Bacon 

driver 

caretaker 

foreman  24  Farnsworth  Av. 

tonic 

milkman 

milk  dealer 

farmer  Lake 

farmer 

farmer 

milk  dealer 

farmer 

tailor 

clerk 

foundry  7  Moody 

steam  fitter 

installer  12  Lexington 

storekeeper 

forester 

carpenter 

chauffeur 

Hood  rubber 


44 


WARD  2. 


LJ^  

Mouse  INo. 

Name  Age 

Occupation  R< 

22 

Tasker,  Walter  J. 

48 

Hood  rubber 

24 

Bowles,  John  G. 

48 

steamfitter 

24 

Bowles,  John  J. 

21 

U.  S.  service 

rear  26 

Dell,  Harold  E. 

22 

driver 

26 

Burke,  Thomas  J. 

57 

painter 

28 

Roach,  John 

47 

machinist 

2,8 

Connors,  Michael 

35 

bleachery  emp. 

28 

Hennelly,  William 

60 

bleachery  emp. 

32 

Shain,  Morris 

36 

watchmaker 

32 

Munn,  James 

55 

mill  hand 

42 

McGann,  Peter 

43 

machinist 

96 

Cahill,  John  J. 

26 

bookkeeper 

96 

Cahill,  Michael  J. 

55 

laborer 

470 

Bull,  Edward  H. 

48 

builder 

488 

Armstrong,  Thomas  H.71 

lawyer 

500 

Childs,  Arthur  G. 

46 

milk  dealer 

536 

Childs,  William  B. 

42 

milk  dealer) 

M  elver,  Murdock 

44 

coachman 

MacLeod,  Malcolm  N. 

49 

farmer 

542 

Butterfield,  Herbert  F. 

43 

machinist 

542 

Savoy,  Joseph  C. 

58 

carpenter 

590 

McKissock,  James 

41 

appraiser 

598 

Maney,  David  D. 

34 

watchmaker 

603 

Harvey,  Roy  C. 

24 

machinist 

604 

Harvey,  William  H. 

58 

reporter 

606 

Savoy,  John  C. 

35 

machinist 

696 

Sewell,  Homer 

31 

salesman 

700 

Alcock,  Thomas  V. 

49 

draftsman 

724 

Hoskins,  George  W. 

33 

milk  dealer 

732 

Hoyt.  Lowell  D. 

52 

broker 

750 

Emerson,  Carl  E. 

25 

U.  S,  service 

750 

Pratt,  Henry  B. 

41 

civil  eng. 

780 

Thompson,  Amos  D. 

71 

W.  w.  CO. 

770 

Thompson,  Walter  C. 

42 

dentist 

780 

Thompson,  Herbert  E. 

41 

artist 

90'0 

Anderson,   Eric  H. 

30 

machinist 

900 

Anderson,  Carl  W. 

36 

letter  carrier 

900 

Anderson,  Axel 

67 

retired 

900 

Anderson,  Alex  R. 

38 

W.  w.  CO. 

1271  Main 


O.  G. 


O.  C. 


41  Hammond 


LEXINGTON  TERRACE 


1 

Mooney,  Arthur  P. 

30 

buc.  fact. 

107  Pond 

1 

Mooney,  John  J. 

35 

buc.  fact. 

107  Pond 

1 

Mooney,  Martin  J. 

69 

gate  tender 

107  Pond 

1 

Lawless,  Patrick 

71 

iron  worker 

2 

Crocker,  Gifford 

49 

blacksmith 

3 

Libby,  Henry 

50 

moulder 

8 

McMillan,  Gideon  K. 

61 

watchmaker 

8 

McMillan,  Douglas 

24 

U.  S.  service 

8 

Reed,  Ellsworth  B. 

47 

druggist 

10 

Cooke,  William  S. 

52 

machinist 

WARD  2. 


4S 


No. 

Name 

Age 

Occupation 

Residence  April  1 

10 

Cooke,  Arthur  B. 

22 

student 

12 

Stone,  Percivai  M. 

32 

manager 

Summer 

14 

Archibald,  Whitmore  C. 

27 

structural  eng. 

20 

Ludden,  Charles  M. 

53 

lawyer 

LIBERTY  STREET 

13 

B.ergin,  Thomas 

42 

contractor 

15 

Melanson,  Abel 

49 

watchmaker 

Central 

15 

Decoste,  Peter 

35 

machinist 

Newton 

17 

Swan  ton,  George  W. 

67 

W.  w.  CO. 

17 

Swanton,  George  F. 

35 

watchmaker 

27 

Sherman,  Charles  H. 

49 

harness  maker 

4 

McCorkle,  Clyde 

43 

shoe  maker 

29  Russell 

6 

Murray,  James 

37 

carpenter 

1R 

xO 

Moorehouse,  Arthur  R. 

27 

machinist 

16 

Moorehouse,  Joseph 

53 

W.  w.  CO. 

18 

Jackson,  Robert 

40 

machinist 

14  Lexington 

18 

Tabor,  Leslie  A. 

32 

chauffeur 

26 

Healey,  William  F. 

21 

milkman 

26 

Healey,  Thomas  H. 

25 

electrician 

26 

Healey,  John  J. 

30 

salesman 

LINCOLN  STREET 

75 

Smith,  Francis  C. 

80 

farmer 

75 

Smith,  Frank  C. 

52 

farmer 

111 

Sanderson,  Horace  M. 

70 

florist 

111 

Sanderson,  Edmund  L. 

49 

machinist 

Sanderson,  Nathan  H. 

72 

engineer 

Sanderson,  Nathan  H. 

47 

civil  engineer 

Farrar,  Harold  B. 

33 

bookkeeper 

Farnsworth 

Morris,  Thomas 

40 

farmer 

Sheldon,  Herbert  P. 

40 

lawyer 

Sheldon,  Ernest  M. 

37 

musician 

Seaver,  Jonathan  M. 

59 

manufacturer 

Frazer,  Frank  W. 

35 

farmer 

Smith,  Nathan  E. 

51 

farmer 

Piper,  Harold  L. 

26 

farmer 

Grant,  Earl  H. 

21 

farmer 

O.  C. 

Slauenwhite,  Joseph  A. 

48 

milk  dealer 

Ferguson,  Daniel 

59 

farmer 

Eagan,  James 

48 

farmer 

Ryan,  James 

61 

farmer 

Habelon,  James 

75 

farmer 

Driscoll,  Mark  M. 

51 

farmer 

Driscoll,  John  F. 

45 

farmer 

Corrigan,  William 

21 

farmer 

44 

Piscionen,  Vincenzo 

41 

farmer 

Fisher,  William  J. 

53 

painter  ♦ 

LINDEN  STREET 


15    Clapp,  Lyndon  43    civil  eng. 

23    Barnes,  Hiram  F.  61  artist 


106  Myrtle 


46 


WARD  2. 


House  No. 

Name 

Age 

Occupation 

Residence  April 

23 

Barnes,  Putnam 

22 

instructor 

23 

Barnes,  Robert  R. 

32 

clerk  ' 

25 

Kierstead,  Charles  H. 

29 

insurance  agt. 

31 

Brown,  Arthur  F. 

31 

manager 

33 

Goodrich,  Charles  W. 

39 

teacher 

35 

Barbato,  Antonio 

34 

farm  hand 

137 

Austin,  Frank  A. 

38 

structural  iron 

209 

Whelan,  Patrick  J. 

53 

mason 

209 

Malloy,  Charles  L. 

30 

storekeeper 

0.  C. 

213 

Kelly,  James  D. 

51 

salesman 

65  Calvary 

213 

Kelly,  Frank  J. 

24 

clerk  trust  co. 

65  Calvary 

217 

Bryson,  Thomas  E. 

27 

printer 

217 

Wright,  William  J. 

43 

electrician 

267 

Bond,  Henry  H. 

36 

dep.  income  tax  com. 

20 

Clair,  John 

53 

investment 

U.  C 

Stewart,  Henry 

52 

gardener 

Joyce,  Thomas  K. 

61 

gardener 

0.  C. 

178 

Drury,  William  H. 

75 

lawyer 

178 

Drury,  George  P. 

41 

lawyer 

178 

Drury,  William  C. 

35 

student 

254 

Recka,  Anthony  W. 

41 

miilk  dealer 

261  Newton 

LINDEN  TERRACE 

1  A 

Metz,  Edwin  H. 

29 

salesman 

16 

Whelan,  Michael 

38 

mail  carrier 

16 

Morrell,  Frank  W. 

29 

inspector 

18 

Carney,  Martin  F. 

52 

engraver 

Pond 

22 

Morris,  Albert 

49 

watchmaker 

25  Myrtle 

20 

Eisenhauer,  Robert  F. 

26 

milkman 

O.  C 

Eisenhaber,  Robert 

22 

farmhand 

Beaver 

LYMAN  STREET 

15 

Beal,  Justus  H. 

42 

civil  engineer 

21 

Eichler,  Robert 

29 

Wal.  coal  CO. 

21 

Rutter,  Frederic  P. 

65 

merchant 

33 

Moody,  William  A.,  Jr.  31 

salesman 

33 

Moody,  Ira  A. 

25 

salesman 

41 

Richardson,  Charles  H. 

57 

watchmaker 

43 

Martin,  Aaron  S. 

54 

watchmaker 

45 

Murren,  John  J. 

29 

machinist 

45 

Murren,  John 

62 

machinist 

45 

Murren,  James 

27 

operator 

47 

Batey,  Thomas  E. 

24 

foreman 

Newton 

57 

Fowler,  Charles  A. 

56 

salesman 

59 

Rounds,  Sam.  W. 

31 

superintendent 

12  Park 

61 

Griffin,  Elliott 

37 

watchmaker 

Hawthorne 

61 

Lowe,  Michael  J. 

33 

druggist 

63 

Murphy*,  George  W. 

20 

machinist 

Winthrop 

63 

Murphy,  Fred 

23 

stenographer 

63 

Murphy,  John  J. 

22 

clerk 

63 

Murphy,  Timothy  F. 

48 

foreman 

12 

McQuiston,  John 

45 

foreman 

39  Taylor 

WARD  2. 


47 


House  No. 

Name 

Age 

Occupalion 

Residence 

12 

Thorpe,  William  R. 

45 

painter 

152  Scl 

16 

Peterson  William 

E.  61 

vet.  surgeon 

22 

Gibbs,  John  M. 

42 

lawyer 

30 

Cole,  William  H. 

40 

superintendent 

32 

Kirwin,  Fred  H. 

59 

plumber 

46 

Shay,  John  T. 

33 

millinery 

48 

Arnold,  William  H. 

41 

manager 

48 

Heinlein,  Joseph  F 

42 

manager 

Main 

54 

Webster,  Francis  E. 

50 

clergyman 

62 

Lowe,  William  C. 

32 

druggist 

68 

MacCarthy,  Joseph  P 

54 

clergyman 

78 

Pierce,  Charles  W. 

47 

publisher 

78 

Burgess,  Charles  A. 

42 

adv.  mgr. 

84 

Shepard,  Charles  J. 

57 

postmaster 

90 

Hill,  Charles  R. 

63 

foreman 

98 

Bogart,  J.  Lyman 

28 

manager 

98 

Curley,  Thomas 

69 

lawyer 

Peterson,  Gust  A. 

56 

foreman 

Stewart,  Irving  H. 

20 

gardener 

0.  C. 

Jewett,  George 

55 

farm  hand 

Stewart,  George  F. 

48 

gardener 

O.  C. 

Stewart,  Gordon  P. 

23 

clerk 

0.  C. 

Landstrom,  Jacob 

37 

farm  hand 

Linnehan,  Martin 

60 

cow  man 

MACK'S  COURT 


1 

Bari,  Giuseppi 

39 

laborer 

1 

Franks,  Edward 

37 

teamster 

1 

Burke,  Thomas 

57 

retired 

2 

Conneare,  Michael 

49 

mill  emp. 

2 

Conneare,  Stephen 

43 

laborer 

McDonough,  John 

53 

laborer 

3 

Jennings,  John  J. 

21 

laborer 

3 

Jennings,  James  B. 

50 

laborer 

5 

Cossello,  Joseph 

36 

laborer 

5 

Ciarroni,  Luigi 

33 

baker 

5 

Capinito,  Carmeno 

45 

farmer 

156  School 
O.  G 


45  Spring 


MAIN 

STREET 

1 

Provost,  Frank  F. 

49 

machinist 

3 

Pines,  Harvey  H. 

33 

foreman 

135 

Eaton,  Arthur  H. 

39 

druggist 

167 

Atwood,  William  F. 

55 

salesman 

175 

Marvin,  Charles  R. 

40 

superintendent 

175 

Bowker,  Francis  E. 

66 

bookkeeper 

177 

Gumming,  Robert 

72 

retired 

Cook,  Francis 

46 

poultry  man 

245 

Swain,  Eugene  H. 

46 

horo.  school 

245 

Swain,  E.  Conway 

23 

salesman 

rear  245 

Dow,   Orrin  H. 

46 

horo.  school 

Brigham,  Frank  W. 

54 

clerk 

WARD  2. 


riouse  iNo. 

IName 

/\ge 

Occupation           Residence  April  1 , 

Brown,  Frank  H. 

64 

treasurer 

369 

Costello,  Thomas 

50 

machinist 

369 

Coakley,  Dudley  P. 

A  O 

48 

farmer 

375 

Baker,  Lester  H. 

24 

salesman 

375 

Stevenson,  Luther  D. 

45 

knitter 

377 

Barnes,  Irving 

21 

clerk 

377 

Mellor,  William  H. 

52 

teacher 

637  Main 

379 

McMurdie,  Phillip  G. 

36 

theatre  manager 

381 

Harlow,  Frank  H. 

42 

Metz 

405 

Phipps,  Luther  M. 

47 

pioduce 

411 

Eaton,  Henry  C. 

41 

W.  w.  CO. 

423 

DuBois,  Clarence  A. 

37 

salesman 

427 

Eichler,  Robert  F. 

55 

real  estate 

451 

Weeks,  Delmont  L. 

62 

merchant 

457 

Parks,  William  H. 

37 

machinist 

459 

Basley,  Fred  R. 

41 

lumber  man 

22  Townsend 

477 

Meadows,  Hugh 

70 

bleachery  emp. 

477 

Meadows,  Robert 

chauffeur 

481 

Chaisson,  Louis 

3'3 

carpenter 

0.  C. 

48 11/^  Read,  Cornelius 

37 

machinist 

30  Francis 

501 

Cormier,  Donat  S. 

38 

grocer 

507 

Freeman,  Warren  C. 

45 

laundryman 

507 

Mogan,  Edward  A. 

4Z 

caterer 

507 

She  par  d,  A. 

4'5 

motorman 

0.  C. 

509 

Madden,  Michael 

45 

fact.  emp. 

509 

Madden,  Matthew 

A  0 

43 

foundry  worker 

509 

Madden,  John  J. 

39 

fact.  emp. 

509 

Madden,  Edward  A. 

27 

moulder 

527 

Richardson,  Merrick 

L.67 

retired 

537 

Beal,  Henry  F. 

38 

civil  eng. 

541 

Wilkins,   Frank  R. 

34 

electrician 

14  Gardner 

541 

Wilkins,  William  C. 

62 

gas   CO.  emp, 

14  Gardner 

543 

Varney,  Edgar  L. 

42 

marine  eng. 

590  Main 

545 

Greeley,  William  A. 

45 

lather 

547 

Joyce,  Patrick  F. 

41 

carpenter 

547 

Joyce,  Lawrence  J. 

44 

carpenter 

547 

Read,  William 

39 

machinist 

547 

Joyce,  Joseph  F. 

37 

carpenter 

559 

Ashworth,  Robert  S. 

60 

foreman 

559 

Tipping,  Frank 

35 

printer 

559 

Fisher,  Edward  F. 

49 

fireman 

571 

Murphy,  Edward  J. 

25 

painter 

571 

Murphy,  John  R. 

30 

teamster 

571 

Murphy,  Robert 

D  < 

mill  emp. 

571 

Murphy,  William  A. 

29 

express 

rear  571 

Hall,   Charles  L. 

28 

machinist 

rear  571 

Edmunds,  Stephen  F. 

36 

teamster 

Foundry  Ave. 

rear  571 

Nocera,  John 

33 

barber 

rear  571 

Patti,  Antonio 

26 

carpenter 

0.  C. 

rear  571 

Nocera,  Joseph 

29 

barber 

575 

Fogliana,  Antonio 

50 

grocer 

WARD 

49 

Mouse  No. 

Name 

Age 

Occupation 

Residence  April  1,  1917 

579 

Molluca,  John 

46 

laborer 

579 

Kanopolis,  Lept 

42 

tailor 

rear 

579 

Shapiro,  Philip 

26 

plumber 

571  Main 

583 

Pearce,  Frederick  A. 

55 

merchant 

595 

Passing,  Henry  E. 

29 

clerk 

599 

Sing,  Chin 

40 

laundry  man 

601 

ironiDiy      wiiirea  cj. 

oO 

insurance  agt. 

Dv± 

Trembly,  Joseph 

37 

tailor 

010 

Fales,  Fred  L. 

50 

photographer 

Leighton,  Charles  H. 

65 

printer 

V  (6 

Prennan,  John  J. 

60 

gardener 

699 

Merrill,  Arthur 

47 

hostler 

rear 

717 

Lemo,  Pustano 

39 

laborer 

rear 

717 

Lemo,  Joseph 

34 

laborer 

MARIANNE 

ROAD 

43 

Rogers,  Arthur  M. 

21 

carpenter 

11 

Rogers,  Elmer  W. 

23 

painter 

11 

Rogers,  James  H. 

54 

carpenter 

15 

Strout,  Vernon  Q. 

26 

clerk 

15 

Reed,  Robert 

49 

N.  E.  tel.  &  tel. 

MARLBOROUGH  ROAD 

Prooks,  William  S. 

21 

clerk 

Prooks,  Richard  H. 

26 

clerk 

Wilbur,  Charles 

48 

paper  hanger 

MIDDLE  STREET 

9 

Mullen,  Thomas  F. 

43 

produce  dealer 

9 

Mangini,  Anthony 

22 

machinist 

11 

Copson,  James  J. 

42 

mason 

19 

West,  Stanley 

27 

watchmaker 

21  Middle 

19 

Kelly,  John  F. 

35 

laborer 

rear  175  School 

19 

Kelly,  John 

73 

laborer 

rear  175  School 

21 

Seacotte,  John 

33 

buc.  fac. 

/ 

21 

Christian,  Alfred  J. 

30 

mechanic 

161  Ash 

23 

Alexander,  Giuseppe 

33 

laborer 

O.  C. 

23 

Vinciullo,  INIike 

47 

laborer 

157  School 

27 

Hapenny,  John 

30 

machinist 

O.  C. 

27 

Anglia,  James 

30 

laborer 

Prown's  Ave. 

31 

Ryan,  Joseph  J. 

22 

insurance  Agt. 

31 

Ryan,  Frank  J. 

40 

reporter 

31 

Ray,  William 

39 

machinist 

33 

Stramondo,  Tony 

46 

mill  hand 

29  Spring 

18 

Youngstrom,  Alfred  J. 

53 

painter 

18 

Youngstrom,  Adolph  F.20 

student 

20 

Nelson,  Thomas 

50 

farmer 

20 

Nelson,  Fritsof 

23 

farmer 

22 

Hutchinson,  Richard 

34 

dental  worker 

O.  C. 

22 

Peterson,  John  A. 

55 

cigar  maker 

30 

Kelly,  John  T. 

49 

machinist 

32 

Kelly,  John 

83 

retired 

WARD  2. 


MIDDLE  STREET  PLACE 


No. 

Name 

Age 

Occupation 

Residence  Apri 

6 

Pratt,  Austin  J. 

56 

blacksmith 

6 

Pratt,  Frederick 

23 

blacksmith 

6 

Pratt,  William  F. 

21 

blacksmith 

8 

Maguire,  Michael 

30 

laborer 

MT  PLEASANT 

STREET 

2 

Mahoney,  Dennis  J. 

66 

mason 

6 

Dauncey,  Frederick 

A.  49 

driver 

8 

Sutton,  Joseph 

70 

retired 

8 

Sutton,  George  D. 

40 

dial  tact  emp. 

5 

Griffin,  William  F. 

34 

moulder 

7 

Moore,  John  E. 

33 

watchmaker 

O.  C. 

13 

Trenoweth,  Percy  J. 

23 

watchman 

Taylor  St. 

15 

Johnson,  Charles 

29 

auto  repairer 

0.  C. 

15 

Cressey,  Walter  S. 

35 

ticket  agt. 

« 

17 

Thorne,  Earl  M. 

23 

operator 

0.  a 

19 

Beagan,  Joseph  F. 

24 

plumber 

o.  c. 

21 

Ashley,  Harry  W. 

39 

fireman 

ORCHARD  AVENUE 


18 

Dillon,  John  J. 

33 

plumber 

20 

Matthews,  William  J. 

28 

conductor 

20 

Tapsley,  William  G. 

24 

milk  dealer 

22 

Keenan,  John  J. 

46 

Standard  oil 

24 

Mogan,  Charles 

28 

mail  clerk 

28 

Carlton,  Charles  E. 

35 

merchant 

30 

Saulnier,  Arseur 

34 

loom  fixer 

PARK  PLACE 

6 

Lafleur,  James  L. 

40 

organist 

Pond 

6 

Shay,  George  C. 

27 

machinist 

6 

Staples,  A.  F. 

30 

chauffeur 

Fiske 

6^ 

Shay,  Thomas  R. 

58 

carpenter 

10 

McGlinchey,  James  A. 

55 

wood  dealer 

16 

Collins,  Charles  L, 

38 

machinist 

School 

PLEASANT  STREET 

12 

Whitcomb,  Theodore 

C.33 

clerk 

12 

Whitcomb,  John  E. 

34 

lumber  salesman 

18 

Faden,  James  L. 

26 

clerk 

32 

Mann,  Francis  C. 

47 

clerk 

44 

McCullough,  William 

F.67 

clerk 

44 

Whitney,  Frank  L. 

45 

bank  teller 

50 

Johnson,  George  F. 

38 

salesman 

27 

Rankin,  William  H. 

58 

foreman 

39 

Macfarlane,  Charles 

B.53 

superintendent 

45 

Bates,  George  M. 

46 

salesman 

49 

French,  Clarence  F. 

53 

lawyer 

49 

French,  George  L. 

22 

clerk 

49 

French,  Herbert  M. 

23 

newspaper 

WARD  2. 


POND  STREET 

House  No.  Name  Age    Occupation  Residence  April  1 ,  1 9 1 7 


10 

Hinchey,  Francis 

25 

drug  clerk 

10 

Hinchey,  Leo 

23 

civil  eng. 

-I  A 

10 

Hinchey,  Richard 

22 

civil  eng. 

14 

Derozier,  Alfred  L. 

50 

teacher 

14 

Needham,  James  A. 

26 

teacher 

14 

McKenny,  Thomas 

O  () 

teacher 

14 

McKeon,  James 

21 

teacher 

14 

Neville,  Nicholas 

A  "7 

teacher 

14 

McKenziB,  James  P. 

25 

teacher 

OA 

Rooney,  William  F. 

c  o 

grocer 

OA 

ZO 

Rooney,  John  A. 

26 

real  estate 

A  A 
40 

Manion,  John  E. 

22 

machinist 

46 

Jenness,  Charles  E. 

24 

forester 

0. 

C. 

46 

Moran,  Martin 

60 

laborer 

46 

Moran,  John  F. 

29 

clerk 

50 

Quinn,  Joseph  A. 

35 

secretary 

50 

Flynn,  John  J. 

59 

forester 

52 

Ryan,  Thomas  F. 

45 

bookkeeper 

56 

Simons,  Frederick 

52 

clerk 

O. 

C. 

56 

Kelley,  Patrick  H. 

43 

clerk 

Vernon 

56 

Hogan,  James  P 

26 

jewel  rtiaker 

O. 

C. 

58 

Sheehan,  William  H. 

53 

driver 

O. 

C. 

58 

Cahill,  Michael 

45 

butcher 

SCHOOL  STREET 

88 

Mogan,  William  J. 

54 

policeman 

o  o 
o8 

Mogan,  Walter  J. 

22 

machinist 

QC 
OO 

Mogan,  Arthur  V. 

20 

shipper 

A  O 

Gately,  Matthew  E. 

52 

provision  dealer 

A  O 

4Z 

Gately,  William  J 

23 

provisions 

58 

Kerns,  George  W. 

37 

dial  maker 

O  A 

d4 

Campbell  W^illiam  C. 

20 

milkman 

O. 

C. 

d4 

Riley,  Wallace 

28 

milkman 

Lexington 

64 

Spedding,  Thomas 

30 

milkman 

O. 

C. 

66 

Holbrook,  Arthur  L. 

42 

supt,  wires 

66 

Withrow,  Jacob 

71 

hostler 

"A 

( 0 

Hennelly,  Patrick  F. 

63 

clerk 

n  A 

Hennelly,  Charles  M. 

29 

milk  inspector 

74 

Chipman,  George  F, 

GO 

retired 

T  A 
i  4 

Stone,  Walter  J. 

59 

retired 

74 

Wight,  Fred  H. 

59 

grain  dealer 

94 

Pratt,  John  J. 

23 

laborer 

100 

Livernoche,  Joseph  A. 

50 

carpenter 

100 

Livernoche,  Joseph 

23 

clerk 

100 

Livernoche,  Edmund 

20 

machinist 

110 

Leary,   Timothy  J. 

23 

salesman 

110 

Leary,  John  L. 

25 

ball  player 

112 

Rooney,  Patrick  H. 

58 

gardener 

112 

Upham,  Frank  M. 

61 

clerk 

116 

Corbett,  Peter  J. 

58 

laborer 

\ 


52 


House  No.           Name  Age 

116  Corbett,  Edward  A.  35 

118  Rogers,  Daniel  26 

118  Rogers,  Thomas  H.  53 

122  Babbitt,  Charles  H.  20 

124  Finnerty,  John  T.  40 

126  Daley,  Edward  F.  53 

126  Earle,  Allison  H.  28 

126  Daly,  Francis  26 

126  Daley,  John  47 

144  Tuite,   Patrick  F.  48 

rl44  Doucette,  Reuben  59 

148  McAllister,  Alexan'r  F.  36 

148  Marra,  Barthol'w  J.  30 

148  Quinn,  Timothy  74 

148  Hennessy,  John  49 

152  Feeney,  Thomas  F.  57 

154  Maloney,  Thomas  A.  34 

156  Mele,  Pasquale  31 

156  Mele,  John  27 

rl56  Casella,  J.  35 

158  DeMayo,  Salvatore  23 

158  DeMarco,  Louis  44 

158  De  Gerolamo,  J.  24 

158  De  Gerolamo,  Angela  30 

162  Dircole,  James  47 

162  Corsetti,  Joe  26 

168  Abinizzi,  Domenick  34 

168  Guimbiti,  Louis  23 

11  Lemont,  Frank  P.  60 

21  Sullivan,  Timothy  J.  28 

21  Walsh,  Patrick  63 

23  Cotton,  Henry  60 

23  Timper,  Frank  S.  34 

27  Scott,  Harold  C.  29 

27  Appleton,  Ross  24 

29  Jennings,  Thomas  F.  29 

29  Jennings,  Michael  E.  51 

29  Jennings,  Frank  J.  25 

31  Glennon,  Joseph  H.  33 

35  O'Brien,  Charles  30 

35  Custean,  James  A.  55 

37  Smith,  Walter  J.  21 

37  Smith,  Joseph  24 

37  Smith,  Thomas  29 

101  Benjamin,  Harry  L.  53 

101  Baker,  W.  Maurice  50 

101  Bingham,  Clarence  A.  33 

101  Cobb,  Clifford  S.  57 

101  Fletcher,  James  H.  55 

133  Foley,  Peter  J.  44 

133  Brosnahan,  Timothy  71 


Occupation 
W.  W.  CO. 

teamster 
machinist 
milkman 
carpenter 
clerk 

ticket  agent 
chauffeur 
bleach,  emp. 
meat  cutter 
shoemaker 
U.  S.  arsenal 
lather 
retired 

coal  teamster 
card  winder 
r.  r.  emp. 
laborer 
laborer 
laborer 
laborer 
laborer 
laborer 
farm  hand 
moulder 
laborer 
mill  hand 
laborer 
artist 
butcher 
gardener 
stableman 
brakeman 
njachinlst 
milk  driver 
clerk 

confectioner 
carpenter 
mail  clerk 
clerk 

r.  r.  signal  man  O.  C 
machinist 
lumber  clerk 
lumber  salesman 


Residence  April  1,  l9l7 


31  Charles 


Fern 

28  Spring 
28  Spring 


o.  a 


47i  Moody 


watchmaker 
salesman 
City  manager 
merchant 
chef 

asst.  pastor 
pastor 


Crescent 


O.  C. 


/ 


'       .    Ward  l 


53 


House  No.  Name  Age    Occupation  Residence  April  1 ,  1917 


133 

Casey,  Joseph  H. 

40 

asst.  pastor 

161 

Gorman,  John 

80 

junk  dir. 

161 

Brennan, Joseph  F. 

35 

harness  maker 

161 

Brannan,  Frank 

60 

laborer 

rl61 

Moran,  Thomas 

o  o 
66 

machinist 

167 

Veno,  Irea 

o8 

B.  M.  00.  emp. 

169 

Morgan,  John 

r  o 

o3 

laborer 

169 

Feerick,  Michael 

4S 

laborer 

171 

Dowling,  Thomas  F. 

45 

vratchman 

185 

Santo,  Vinc'iRzo 

36 

laborer 

71  Charles 

185 

Gulloti,  Sebastian 

24 

laborer 

71  Charles 

185 

Belluomo,  Salvatore 

36 

laborer 

187 

Mastrantuono,  Gaetano 

24 

chauffeur 

O.  C. 

187 

Mastrantuono,  Angelo 

55 

retired 

O.  C. 

1  ±.OtJ 

Greeley,  Edward  S. 

45 

painter 

191 

O'Neill,  Arthur 

39 

painter 

rl91 

Meara,  Thomas 

59 

laborer 

rial 

Meara,  Thomas  J. 

20 

machinist 

Q1 

nyi 

Meara,  Frank  P. 

23 

printer 

SPARKHILL  ROAD 

Coughlin,  John  T. 

41 

foreman 

SPRING 

STREET 

11 

Keefe,  Patrick  J. 

40 

roofer 

11 

Calcagno,  Charles 

23 

W.  w.  CO. 

0.  C. 

15 

Hines,  Patrick 

53 

bleachery  emp. 

15 

Hines,  Patrick  J. 

24 

machinist 

17 

Devane,  John 

40 

M.  &  B.  r.  r. 

17 

Devane,  Martin 

25 

coal  yard 

17 

Quinn,  John 

47 

laborer 

17 

Vaneri,  Joseph 

31 

mill  hand 

17 

Vaneri,  Tony 

30 

mill  hand 

la 

Rosi,  Guillatti 

33 

foundry  emp 

Charlotte,  Charles 

31 

foundry  emp. 

19 

Vincinello,  Francesco 

25 

foundry  emp. 

19 

Salpiatro,  Tony 

24 

B.  &  M.  CO. 

19 

Delomonoco,  Guiseppe 

22 

foundry  emp. 

19 

Melinazzo,  Gaetano 

32 

buck  fact.  emp. 

19 

Santuccia,  Guiseppe 

31 

brass  foundry 

21 

DeMarco,  Guiseppe 

43 

store  keeper 

21 

D 'Angelo,  Alfredo 

22 

laborer 

21 

Miami,  Biaggio 

38 

laborer 

21  Noonan 

21 

Miami,  Zipino 

26 

laborer 

21  Noonan 

29 

Strom  on  da,  Tony 

22 

mill  hand 

29 

Tomisetto,  Joseph 

40 

laborer 

29 

Tomasello,  Salvatore 

31 

butcher 

31 

Tucicrona,  John 

28 

mill  hand 

33 

Phillipo,  Frank 

44 

farmer 

33 

Detonia,  Mike 

50 

farmer 

35 

Cotbuzzi  Castonzo 

26 

laborer 

35  Williams 

54  WARD  2. 


House  No. 

Name 

Age 

Occupation 

Residence  April 

35 

Cavano,  Frank 

27 

bleachery  emp. 

35  Williams 

39 

Filosa,  John 

45 

laborer 

32  Spring 

39 

Mele,  Giacomo 

41 

B.  &  M.  r.  r. 

185  School 

39 

Pannone,  Stephano 

32 

laborer 

185  School 

39 

Rocco,  Chiappino 

27 

laborer 

39 

Macony.  John 

30 

farmer 

School 

o  n 

oy 

INIaolizizo,  Joe 

30 

laborer 

loo  ocnool 

39 

Raggosia,  Peter 

25 

farmer 

185  School 

39 

Rossi,  George 

40 

B.  m.  CO. 

156  School 

43 

DeMayo,  Dominick 

40 

laborer 

43 

Quagliozze,  Joseph 

49 

bootblack 

45 

Mele,  Jacomi 

29 

laborer 

45 

Velan,  Carmelia 

22 

laborer 

45 

Velan,  Tony 

23 

mill  hand 

45 

Forti,  Alexander 

37 

laborer 

STANLEY 

ROAD 

Patterson,  George  A. 

34 

chauffeur 

Rollins,  Walter 

35 

contractor 

SUMMER  STREET 


12 

Chamberlain,  Oscar  F. 

49 

tailor 

22 

Gibbs,  Daniel  W. 

31 

architect 

22 

Nugent,  Martin  A. 

29 

superintendent 

0.  C. 

44 

Eldridge,  Shirley  H. 

33 

treas.  Wal.  tr. 

CO. 

54 

Johnson,  H.  Irving 

24 

musician 

52 

Caldwell,  William  M. 

52 

auto  dealer 

94 

Fogg,  Charles  J. 

48 

clerk 

108 

Smith,  Kilby  P. 

43 

printer 

108 

Smith,  Thomas  P. 

79 

printer 

126 

Wooley,  George 

77 

retired 

Park  Place 

126 

Roberts,  William  H. 

44 

conductor 

128 

Austin,  George  H, 

35 

superintendent 

0.  C. 

130 

Miner,  Louis  M. 

21 

physics 

132 

Whittemore,  Earl  C. 

28 

grocer 

132 

Woodward,  Arthur 

60 

clerk 

0.  C.  ' 

134 

Lawless  John 

73 

retired 

Rich 

162 

McManama,  John  W. 

63 

roadmaster 

Stone,  Charles  F. 

69 

lawyer 

Stone,  Ralph  E. 

38 

clerk 

147 

Hartwell,  Henry  W. 

84 

architect 

155 

Stone,  Walter  M. 

36 

clerk 

157 

Halleran,  Thomas  L, 

25 

mason 

157 

Halleran,  Thomas 

58 

mason 

159 

Savory,  Robert  L. 

26 

clerk 

165 

Tarpey,  Martin  F. 

37 

conductor 

165 

Tarpey,  Patrick  C. 

44 

laborer 

171 

Dugan,  Peter 

38 

Wal.  trust  CO. 

171 

Dugan,  Eugene  F. 

34 

clerk 

171 

Dugan,  Edward 

32 

clerk 

173 

Wodtke,  Frank  A. 

47 

machinist 

WARD  2. 


House  No.  Name 

177  Upham,  Warren  D. 

177  Kilmer,  William  H. 

179  Rhodes,  John  J. 

179  Rhodes,  Thomas  P. 

91  Dow,  Luther  B. 

91  Dow,  Arthur  L. 


Age  Occupation 

41  carpenter 

70  insurance 

29  clerk 

59  engineer 

52  wheelwright 

23  electrician 


55 

Residence  April  1,  1917 

Bacon 
Bacon 


SUMMER  AVENUE 


1 

McCaul,  Robert  L. 

28 

plumber 

3 

Laughlin,  John  J.,  Jr. 

21 

machinist 

3 

Laughlin,  John  J. 

45 

baggage  master 

21 

Connelly,  John  J. 

20 

meat  cutter 

Pond  St.  Ct. 

21 

Connelly,  Stephen  T. 

47 

policeman 

Pond  St.  Ct. 

22 

Beal,  Ezra  W. 

82 

merchant 

22 

Beal,  George  R. 

48 

treasurer 

TRAPELO  ROAD 


80 

salesman 

Stearns   Frank  H. 

38 

clerk 

Stearns,  Alfred  B. 

29 

surveyor 

60 

Upton,  Ernest  C. 

48 

telephone  co. 

0. 

C. 

Edgar,  J.  Frank 

33 

florist 

Simonds,  Joel  H. 

79 

engineer 

146 

Winberg,  Charles 

23 

Metz  Co. 

0. 

c. 

146 

Winberg,  Harry 

27 

Metz  CO 

O. 

c. 

146 

Winberg,  Martin 

50 

Metz  CO. 

O. 

c. 

152 

Walters,  Peter 

47 

carpenter 

152 

Johnson,  David 

.31 

machinist 

Weil,  Henry  C. 

40 

janitor 

Marlb( 

M. 

Fernald,  Walter  E. 

59 

superintendent 

Raymond,  Charles  S. 

44 

physician 

Olson,  Arne 

27 

farm  hand 

O. 

c. 

Lufkin,  Edwin 

40. 

gardener 

O. 

c. 

Coombs,  Marshall 

22 

farm  attendant 

0. 

c. 

Clarke,  Earle  P. 

24 

farm  attendant 

O. 

c. 

Hill,  Milton  I. 

43 

fireman 

0. 

G. 

Gould,  Joseph  B. 

38 

attendant 

0. 

C. 

Belmore,  Oliver 

35 

attendant 

O. 

C. 

Wilkinson,  George 

38 

attendant 

O. 

c. 

Warner,  Herbert  G. 

46 

attendant 

O. 

c. 

Remington,  Waldo  H. 

52 

attendant 

O. 

c. 

Murphy,  Richard 

22 

attendant 

0. 

c. 

^nock,  Asaph 

24 

attendant 

0. 

c. 

Jacques,  John  W. 

24 

attendant 

O. 

c. 

Armstrong,  William 

H.25 

attendant 

Arsenault,  Charles 

28 

attendant 

Hazeltine,  Guy  E. 

26 

instructor 

Kehoe,  Hugh 

23 

attendant 

Pickering,  Fred  A. 

52 

attendant 

Taylor,  Harold 

23 

attendant 

Therrian,  Moses 

30 

attendant 

56 


WARD  2. 


Name 

Age 

Occupation 

Residence 

Steele.  James 

28 

attendant 

Callahan,  Charles  E. 

23 

fireman 

Sullivan,  Joseph  H. 

40 

attendant 

Silvia,  Wallace 

30 

attendant 

Knight,  Herbert 

43 

farm  hand 

O. 

C. 

Webber,  Charles  E. 

52 

herdsman 

O. 

C. 

Harvey,  Alfred 

46 

attendant 

O. 

C. 

Scoville,  Alvin  R. 

29 

asst.  engineer 

O. 

C. 

Desmond,  William  P. 

33 

attendant 

0. 

C. 

Knight,  Leslie 

20 

attendant 

0. 

c. 

Doherty,  Hugh 

32 

attendant 

O. 

c. 

Chamberlain,  James 

23 

attendant 

0. 

c. 

Westwell,  Arthur  E. 

33 

attendant 

Baker,  Earle 

24 

attendant 

Fairman,  William 

36 

attendant 

Gordon,  Russell 

33 

attendant 

Graves,  Ellsworth 

32 

attendant 

Covert,  George 

60 

attendant 

Dugan,  Walter  H. 

56 

attendant 

Ellis,  Olin  F. 

42 

attendant 

Macdougall,  William 

41 

attendant 

Ma?lon,  Washington 

35 

attendant 

Marshall,  Joseph  B. 

53 

attendant 

Baldwin,  James  W. 

59 

farmer 

Baldwin,  Francis 

74 

salesman 

Lawrence,  Phineas 

91 

farmer 

O'Riley,  James 

35 

farmer 

O. 

c. 

Burke,  John  J. 

52 

farmer 

Farnsworth,  Winthrop  H  42 

milk  dealer 

Lynch,  Francis 

44 

farmer 

Lynch,  David  J. 

49 

farmer 

Broderick,  Domenick 

47 

farmer 

Broderick,  Patrick  S. 

51 

lawyer 

Wright,  John  A. 

78 

farmer 

Anderson,  John  A. 

35 

farmer 

Jackson,   Harry  0. 

25 

machinist 

0. 

G. 

Castner,  Sanford  B. 

70 

milk  dealer 

Castner,  Ervin  S. 

38 

driver 

Thompson,  William 

61 

motorman 

Thompson,   Frank  W.26 

student 

Dean,   Lewis  W. 

35 

manager  • 

Silwanski,  Michael 

35 

foreman 

Elliott,  James  W. 

23 

milk  driver 

Kolford,  Alfred 

24 

dairyman 

Miller,  George  A. 

24 

tutor 

Lyle,  Fred  H. 

27 

.chauffeur 

O. 

C. 

Gilmore,  E.  C. 

58 

farmer 

Chickering,  John  J. 

61 

lawyer 

0. 

C. 

Shea,  John  L. 

42 

milkman 

Cavanaugh,  John 

42 

farmer 

McLaughlin,  Stephen 

60 

farmer 

WARD  2. 


57 


Name 

Age 

Occupation 

Residence  April  I, 

Hamlet,  George  F. 

60 

farmer 

Beal,  John  D. 

93 

carpenter 

Kenney,  John 

44 

farmer 

Baldwin,  Charles 

55 

farmer 

o.  c. 

Reed,  Frank  W. 

62 

farmer 

Reed,  Frank  W. 

23 

farmer 

Reed,  Joseph  A. 

22 

farmer 

Shackilac,  Henry 

33 

farmer 

Wyman 

Danajski,  Blezy 

35 

farmer 

O.  C. 

Teele,  Warren  T. 

41 

farmer 

Stearns,  William  B. 

50 

farmer 

Stearns,  Nathaniel  A. 

41 

farmer 

O'Brien,  John 

60 

farmer 

Firth,  John  J. 

42 

farmer 

Lexington 

St. 

McAdoo,  Robert  J. 

59 

milkman 

Lexington 

St. 

McAdoo,  Harold 

25 

farmer 

Lexington 

St. 

McAdoo,  Robert  A. 

23 

motorman 

Lexington 

St. 

Jewell,  Otis 

24 

farmer 

0.  C. 

Olson,  Anders 

50 

machinist 

Churchill,  Carl  L. 

28 

garage  man 

Rood,  Ralph 

27 

metal  worker 

Baker,  Earle 

25 

munitions 

Baker,  Alton  E. 

50 

foreman 

Scotron,  Samuel  J. 

47 

p.  0,  clerk 

16  Gordon 

Ring,  Millard 

51 

paper  mfgr. 

Ring,  James 

38 

dairyman 

Eisnor,  Fred  A. 

37 

storekeeper 

Daniels,  Charles  M. 

45 

city  teamster 

Connor,  Daniel 

23 

barn  man 

Caldwell,  Churd 

32 

dairyman 

Farrell^  John 

28 

clerk 

Blanchard,  W.  S. 

35 

teamster 

Turner,  Charles  C. 

64 

blacksmith 

WARREN  STREET 


231 

Doyle,  John  F. 

43 

gardener 

235 

Howard,  Robert  S. 

29 

salesman 

332 

Hunt,  Frederick  J. 

53 

florist 

Beaver 

332 

Major,  Gordon  F. 

32 

"clerk 

Linnehan,  Edward  J. 

34 

clerk 

236 

Linnehan,  Patrick 

65 

farm  hand 

Willard,  Horace  N. 

49 

farmer 

Sizer,  Gaven  R. 

35 

manager 

Sawyer,  Herbert  L. 

27 

forester 

O.  C. 

Warnock,  John  A. 

46 

clerk 

Temple,  Forest  E. 

23 

electrician 

O.  C. 

Carey,  Edward  H. 

48 

milkman 

O.  C. 

Nutson,  Alex 

28 

machinist 

Bergonzoni,  Joseph  E. 

34 

electrician 

Sacco,  Frank 

31 

farmer 

0.  C. 

344 

Arigo,  Placito 

21 

farmer 

O.  C. 

58 


WARD  2. 


House  No. 

344 


Name 

Lombarti,  Angelo 
Bibo,  Antonio 
Paluto,  Antonio 
Bibo,  John 
Campasia,  Biaggie 
Twomey,  David  E. 
Larson,  Axel  F. 


Age  Occupation 

38  farmer 

49  farmer 

47  farmer 

44  farmer 

36  farmer 

41  ' carpenter 

40  baker 


Residence  April  1.  1917 
O.  C. 


WARREN  AVENUE 


4 

McFarland,  Charles  W.  34 

laborer 

4 

Squires,  Lewis 

61 

machinist 

4 

Squires,  Alfred  J. 

34 

fireman 

20 

Carlman,  Frank  L.  T. 

48 

foreman 

26 

Burke,  John  T. 

50 

r.  r.  emp. 

26 

Rogers,  Charles  E. 

43 

clerk 

28 

Keefe,  Dennis  B. 

53 

driver 

28 

Keefe,  Ellard  B. 

22 

shipper 

17 

Rooney,  John  F. 

22 

clerk 

21 

Abrahamson,  Auguste 

52 

janitor 

21 

Abrahamson,  David  S. 

20 

druggist 

27 

Quinn,  Luke  F. 

43 

superintendent 

29 

Burnes,  C.  M. 

37 

caterer 

31 

Cameron,  Allen 

52 

gardener 

45 

Poutas,  Alphonse 

34 

stone  cutter 

WAVERLEY 

STREET 

McCullough,  Edward  F.33 

'  steam  fitter 

McCullough,  William 

L82 

salesman 

Croston,  Frank  W. 

29 

bookkeeper 

Hession,  James 

60 

wheelwright 

Hession,  Joseph  F. 

22 

clerk 

WAVERLEY   OAKS  ROAD 


Mechanic 
14  Charles 
14  Charles 


O.  C. 


550 

Silver,  Royal 

25 

clerk 

550 

Silver,  Leander  A. 

60 

carpenter 

544 

Morash,  C.  Ross 

27 

contractor 

536 

Morash,  Grover  R. 

24 

carpenter 

536 

Morash,  Charles  E. 

61 

builder 

530 

Trowbridge,  William 

C.  56 

manager 

O.  C. 

530 

Trowbridge,  Merle  E 

29 

clerk 

O.  C. 

526 

Barnes,  Wales  G. 

24 

lumber  man 

O.  C. 

Barnes,  George  H. 

62 

mill  owner 

O.  C. 

20 

Stanley,  William  A. 

29 

salesman 

Timmins,  Thomas 

45 

laborer 

Sanborn,  Edwin 

42 

chauffeur 

349 

Jones,  Arthur  B. 

41 

welder 

Barnes 

Peirce,  Herbert  W. 

46 

flower  grower 

Peirce,  E.  Allen 

49 

flower  grower 

Ruane,  Michael 

66 

laborer 

Ruane,  Matthew  F. 

29 

florist 

Ruane,  Joseph  M. 

25 

gardener 

WARD  2.  5$ 


House  No. 

Name 

Age 

Occupation 

Residence  April  1,  1917 

Johnson,  Henry  P. 

28 

salesman 

Johnson,  Frederick  W.  70 

mason 

Johnson,  Frederick 

P.  30 

salesman 

Hastings,  Bertrand 

W.  50 

pressman 

Allen,  James 

39 

florist 

Baker,  Frederick  H. 

47 

machinist 

Brown,  Harold  L. 

39 

florist 

349 

Filson,  Elliott  S. 

26 

salesman 

39  Howard 

329 

Connors,  William  F. 

39 

florist 

o.  c. 

329 

Peirce,  Joseph  V. 

36 

florist 

127  Crescent 

Read,  Herbert  E. 

35 

wood  worker 

85 

Ellis,  Charles  W. 

55 

W.  w.  CO, 

19 

Marr,  Lawrence 

26 

clerk 

Kaulback,  Karl 

50 

florist 

O.  C. 

Hickey,  Andrew 

21 

student 

Trapelo  Rd. 

WEBSTER  STREET 

Maynard,  Henry  S. 

56 

laundryman 

WELLINGTON 

GROVE 

Carr,  Wallace  J. 

32 

carpenter 

O.  C. 

Taylor,  William  E. 

33 

machinist 

Smith,  Walter  W. 

28 

machinist 

Gladwyn,  Stanton 

40 

salesman 

Minichin,  Fred 

29 

clerk 

Plant,  Arthur 

48 

janitor 

DeCoste,  Alvah 

37 

W.  w.  CO. 

Wright,  Louis  A. 

27 

carpenter 

Davis,  Lucian 

33 

machinist 

Wilson,  William  M. 

37 

carpenter 

Ward,  Robert  R. 

35 

W.  w.  CO. 

Marden,  Walter  P. 

24 

piano  mgfr. 

Mansfield,  William  A.  43 

car  barn  emp. 

Gardener,  Jeremiah 

M.37 

garage  man 

Lydon,  Francis  E. 

29 

machinist 

Donehy,  Frank  E. 

42 

milkman 

WILBUR  STREET 

McCullough,  William  L46 

milkman 

WILSON  ROAD 

Jackson,  George  H. 

75 

retired 

WILTON  STREET 

Higgins,  Alexander 

52 

carpenter 

Gildersleeve,  Oscar 

H.  28 

shipper 

Gildersleeve,  Albert 

R.21 

clerk 

Gildersleeve,  Harold 

E.26 

watchmaker 

WINTER  STREET 

Raynor,  John  A.  37  farmer 

Cunningham,  Hurlbuj-t  R.46  farmer 


6o 


WARD  2. 


WYMAN  STREET 

House  No.  Name  Age    Occupation  Residence  April  1 ,  1917 

Pizzano,  Pasquale          43  farmer 
Joy,  James  49    farm  hand 

Smith,  Charles  E.  43  farmer 

Smith,  Charles  F.          71  farmer 


CITY  OF  WALTHAM 

WARD  3 


List  of  All  Persons  Resident  in  Ward  3,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

PRKCINCT  1 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  a  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


BRIRHT  STREET 


No. 

Name 

Age 

Occupation  Ri 

Quinji,  John  J. 

51 

W.  coal  CO. 

Quinn,  John  J.,  Jr. 

24 

clerk 

Coye,  Thomas  J. 

42 

Metz  CO. 

142 

Conroy,  John,  Jr. 

49 

bleachery  emp. 

144 

Powers,  William  F. 

30 

Bos.  mfg.  CO. 

146 

Callahan,  Daniel  F. 

40 

button  fac.  emp. 

146 

Morrow,  Hugh 

38 

bleachery  emp. 

146 

Morrow,  William 

31 

bleachery  emp. 

154 

Hardigan,  Michael  J. 

45 

policeman 

154 

Hartigan,  William  F. 

34 

conductor 

158 

LeCleir,  Fred 

44 

machinist 

141 

Flaherty,  James 

28 

foreman 

141 

Murphy,  Edward 

30 

machinist 

143 

Ford,  John 

30 

molder 

145 

Roach,  George 

24 

machinist 

145 

Roach,  Daniel  J.,  Jr. 

34 

machinist 

145 

Roach,  Daniel  J. 

69 

laborer 

145 

Roach,  Charles  F. 

30 

machinist 

147 

Kelly,  Thomas 

48 

fireman 

147 

Kelly,  Patrick 

37 

fan  emp. 

149 

Frechette,  Charles  J. 

38 

maohinist 

Residence  April  1,  1917 


70  River 


62 


WARD  3,  PRECINCT  1. 


House  No. 

151 
153 
155 


17 


Name  Age 

McDonald,   William  27 

Atkins,  William  51 

Rowell,  Edward  F.  46 


Occupation  Residence  April  1,  1^17 

U  S.  Arsenal 

moulder 

engineer 


CENTER  STREET 


Bresnahan,  Luke  J. 
Higgims,  Daniel  J. 
Gardner,  Edward  F. 
Gardner,  Michael  P. 
Buckley,  Edward 


35  U.S.  arsenal 

65  retired 

31  W.  w.  CO. 

49  machinist 

44  machinist 


CLARK  STREET 

Rennie,  Alfred  21  machinist 

Rennie,  Charles  21  bleachery  emp. 

Rennie,  Simon  J.  54  carpenter 

MoUica,  Henry  60  mill  hand 

Russo,  Thomas  35  mill  hand 


rear  16  Calvary 


FARWELL  STREET 


15 

Bowen,  Ambrose 

62 

teamster 

15 

Bowen,  Ambrose 

24 

bookkeeper 

15 

Bowen,  Michael  F. 

33 

molder 

17 

Dugan,  John  P. 

26 

bleachery  emp. 

17 

Dugan,  William  A. 

29 

molder 

17 

Dugan,  Joseph 

21 

W.  w.  CO. 

17 

Maltais,  Frank 

35 

r.  r.  emp. 

21 

Walker,  Orrin  H. 

40 

clerk 

FOUNDRY  AVENUE 

Welch,  William 

72 

machinist 

Cloran,  John 

65 

bleachery  emp. 

Willow 

Shaughnessy,  Edward 

24 

foundry 

Lynch's  Lane 

Minnehan,  James  J. 

42 

foundry 

Lynch's  Lane 

Sartelle,  John 

29 

standard  coal  co. 

Roach,  Anthony 

42 

laborer 

20 

Hughes,  Frank 

24 

machinist 

20 

Patterson,  Robert 

37 

foundry  emp, 

Newman,  Raleigh 

20 

machinist 

Newman,  Alvah 

22 

bleachery  emp. 

Newman,  Hiram 

25 

bleachery  emp. 

20 

Maczogno,  Sebastian 

21 

bleachery  emp. 

18 

Gicotta,  Guy 

21 

mill  hand 

Krosky,  John 

29 

mill  hand 

Parkinson,  Daniel 

38 

painter 

173  Willow 

Doherty,  John  J. 

69 

foundry  emp. 

Doherty,  James 

26 

Bos.  mfg.  CO. 

Burke,  James  E. 

24 

dye  works  emp. 

Barry.  James  W. 

44 

foundry  emp. 

GALE  STREET 


Davock.  Peter  48  laborer 
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House  No.  Name  Age    Occupation  Residence  April  1 ,  1917 


Duffy,  Thomas 

71 

melter 

Duffy.  Thomas  F. 

30 

machinist 

GORE  STREET 

Metz.  Charles  H. 

54 

auto  mfgr. 

Metz  Walter 

25 

student 

GROVE 

STREET 

Qualters.  Joseph 

20 

Ames  mach.  co. 

Graham,  Henry 

31 

Metz  CO. 

0.  C. 

Qualters,  Thomas 

62 

Stanley  auto  co 

fil 

U  J. 

Lynskey,  Michael  J. 

47 

laborer 

R?? 
Oo 

Clark,  Joseph 

23 

U.  S.  arsenal 

Massasoit 

0/ 

Rayner,  Alfred  F. 

30 

MacGregor  garage 

D< 

Rhodes,  Tames  F. 

31 

machinist 

R7 
D/ 

Rhodes,  William  H. 

59 

machinist 

AO 

Butler,  James  H. 

72 

watch  tool  CO. 

1 1Q 

iiy 

Carr,  Patrick 

48 

coachman 

1 1 Q 

Gardiner,  Jowel 

24 

Wal.  coal  CO. 

loo 

Collette,  Thomas 

36 

Metz  CO. 

Daley,  Edward 

27 

machinist 

iOl 

Daley,  James  J, 

29 

machinist 

1Q7 
Lot 

Daley.  Patrick 

67 

bleachery  emp. 

lo/ 

Beck,  George 

41 

collector 

Flynn,  John  J. 

46 

clerk 

1/11 

141 

Richardson,  Walter  W. 

21 

machinist 

llo 

Bilodeau,  Thomas 

45 

machinist 

147 
14/ 

Richardson,  Clifford 

23 

machinist 

ld.7 
14/ 

Richardson,  Albert  W.  B 

.35 

salesman 

1  7Q 

1  /  y 

Morrissey.  Martin  H. 

47 

teamster 

17Q 
1  /  y 

Morrissey,  Thomas  F. 

39 

Wal.  laundry  co. 

17Q 
1  /y 

Fitzpatrick.  Richard 

49 

gardener 

loi 

Berry,  William 

22 

rubber  works 

0.  C. 

Kelly,  Thomas 

25 

laborer 

95  Francis 

195 

Ryan,  Michael 

47 

foundry  emp. 

Gillis,  Ronald  M. 

41 

machinist 

D onion,  John 

40 

bleachery  emp. 

.  205 

Sloan,  Edward 

47 

machinist 

207 

Maguire,  Frank  H. 

3*5 

W.  w.  oo. 

209 

Finn,  James 

43 

fireman 

01  o 
Zlo 

Manning,  John  J. 

55 

gate  tender 

ro  a  r  91^ 

rear  ^lo 

Dickerson,  Walter 

36 

Wal.  coal  CO. 

183  Grove 

rear  213 

Thibbitts,  Lawrence  A 

24 

Wal.  laundry  co. 

0.  C. 

233 

Wood,  Edgar  S. 

34 

machinist 

156  Bright 

237 

Howley,  James 

49 

foundry  emp. 

237 

Howley,  John  P. 

26 

machinist 

239 

Kempton,  James  L. 

20 

machinist 

239 

Kempton,  James 

48 

machinist 

HARDING  AVENUE 

8 

Nutting,  Robert 

30 

soldier 

10 

McPherson,  Levi  E. 

53 

gar^^ge 

O.  C. 

64 
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House  No.  Name 

12    Lord,  Fi-ank  R. 
16    Birkmaier,  Charles 
16    Birkmaier,  Frank 
3    Burke,  James  E. 
Tracy,  John  J. 


Age  Occupation 

4o  salesman 

57  teamster 

37  clerk 

48  plumber 

38  grocer 


Residence  April  1.  191'/ 


HARDY  STREET 


9 

Walsh,  Thomas 

44 

milkman 

22 

Bennett,  Fred 

23 

machinist 

22 

Bennett,  Augustus 

43 

butcher 

24 

Egan,  Michael 

41 

foundry  emp. 

24 

Richards,  GeoTge 

22 

bleachery  emp. 

22 

Coote,  Edward 

33 

emery  wh.  co.  emp. 

HIGHLAND  TERRACE 

17  Sumner,  Franstord  S.  32  salesman 

27  McKenzie,  Peter  45  founary  emp. 

27  Newcombe,  George  C.  42  printer 

30  Martin.  William  F.  22  foundry  emp. 

28  Mclntyre,  Frank  F. 
16  Howe,  Charles  W. 


37  salesman 
'76  agent 


LAFAYETTE  STREET 

Willard,  George  B.       49    assistant  state  treas. 


129    Hersey,  John 

Harden,  John  W. 
Roberts,  Dudley 
24    Barrow,  Fred  G. 


51  blacksmith 

77  superintendent 

63  lawyer 

33  milk  dealer 


LYNCH'S  LANE 


Brown,  George  H 

33 

machinist 

Coan,  Thomas 

57 

bleachery  emp. 

O'Brien,  John 

39 

molder 

River 

Cunnare,  Thomas 

69 

foundry  emp. 

Edmunds,  Joseph 

26 

W.  w.  CO. 

Edmunds,  William  B. 

31 

machinist 

Taylor,  Joseph  B. 

20 

laborer 

81  Oak 

Taylor,  John  F. 

28 

mill  hand 

81  Oak 

Flood,  Joseph  F. 

51 

policeman 

Arsenault,  Walter 

24 

painter 

Willow 

Flood,  George  H. 

47 

bleachery  emp. 

Shanley,  Francis  A. 

26 

clerk 

Shanley,  James 

63 

fireman 

Shanley,  Joseph 

28 

clerk 

Fury,  Thomas 

25 

buc.  fac.  emp. 

MAIN  STREET 

Bright,  William  E.       53  broker 
Bright,  W.  Ellery  27  student 

Whitcomb,  Clifton  S.  42  civil  eng. 
Tracey,  Peter  J.  51  policeman 
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;  No. 

Name 

Age 

Occupation           Residence  April 

158 

Tracey,  Edward  J. 

24 

molder 

158 

Ti'acey,  Leonard  F. 

21 

machinist 

176 

Paul,  Arthur  H. 

43 

supt.  bleachery 

180 

Navien,  Thomas  A. 

35 

manager           Newton  St. 

1.84 

Fisher,  Martin  W. 

36 

civil  eng. 

188 

Derbyshire,  Fred 

57 

watch  tool  mfgr. 

1  QA 

la't 

Hernandez,  Louis 

33 

painter 

194 

Hernandez,  MelaquedasG3 

retired 

210 

McKenzie,  Roland  C. 

27 

eye  specialist 

236 

Saunders,  Charles  H. 

64 

manager 

248 

Graham,  Milford  P. 

21 

student 

248 

Graham,  Peter 

44 

Bos.  mfg.  CO. 

248 

Jacobs,  Clifton 

23 

civil  eng. 

248 

Jacobs,  Selden 

51 

builder 

Guinan,  William  A. 

29 

salesman           19  Fiske 

MASSASOIT 

0  T"  n  r—  r-'  T" 

5TR EET 

Barrett,  John 

51 

teamster 

28 

McAlpin,  Robert 

Jo 

teamster            22  Pros.  Hill 

i^ox,  William 

gateman 

Downs,  Albert  J. 

20 

clerk 

Keough,  James  P. 

35 

grain  co. 

Loftus,  Michael 

48 

foundry  emp. 

Nazaire,  John 

39 

metal  polisher    61  Harvard 

58 

Clark,  William  H. 

30 

mill  emp. 

58 

Clarke,  Julius  D. 

59 

r.  r.  emp. 

58 

Clarke,  Edmund  J. 

2^ 

Stanley  auto  co. 

70 

Loftus,  Bernard 

21 

Austin  mfg,  co. 

McQuiggan,  Frank 

45 

molder 

O'Malley,  Peter  J. 

58 

contractor 

72 

O'Malley,  Joseph 

20 

laborer 

Ottley,  Thomas 

54 

W.  w.  CO. 

Proia,  Joseph 

35 

teamster 

90 

Quinn,  John  J. 

44 

teamster 

Quinn,  Frank  J 

27 

auto  repairer 

Quinn,  Patrick 

55 

teamster 

Sheridan,  Jame^s 

30 

watchmaker 

O'Toole,  Thomas  A. 

22 

molder 

Doherty,  Charles  R. 

59 

machinist 

Carroll,  Patrick 

48 

U.  S.  Arsenal 

Cunnare,  Frank 

39 

B.  &  M.  r.  r. 

Cavanaugh,  Michael 

•46 

Metz  CO. 

O'Toole,  Patrick  F. 

61 

bleachery  emp. 

Taylor,  Arthur  A. 

38 

foreman 

McCarthy,  Edward  V. 

28 

stenographer 

McCarthy,  Thomas 

79 

retired 

77 

Barrett,  William  J. 

23 

machinist 

MASSASOIT 

COURT 

11^ 

McKinnon,  Ernest 

26 

salesman.  Auto  co. 

llJ^McKinnon,  Robert 

56 

bleachery  emp. 

66 
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House  No. 

Name 

Age 

Occupation  R 

^2  McKinnon,  John 

44 

Metz  enip. 

Curtin,  Tliomas  F. 

teamster 

Feeney,  John  J. 

53 

pedler 

Fleming,  Timothy 

70 

teamster 

Foster,  William 

47 

carpenter 

Hardiman,  Michael 

45 

farmhand 

Kelly,  IMichael 

74 

retired 

Kelly,  Michael  E, 

37 

buc.  fact.  emp. 

61/^Robinshaw,  James  B 

38 

Metz  emp. 

Fleming,  Francis  P. 

21 

clerk 

NAVIEN'S  COURT 

Navien,  James  J. 

49 

teamster 

Zanco,  John 

34 

Bost.  mfg.  CO. 

Russell,  Harry 

36 

bleachery  emp. 

Russo,  Tony 

38 

bleachery  emp. 

Tomanilla,  Phillip 

25 

barber 

NEWTON  STREET 

Tracy,  Patrick 

30 

laborer 

Bird,  Patrick 

30 

laborer 

114 

Liebuc,  Andre 

22 

Bost.  mfg.  CO. 

110 

Ready,  Thomas  F. 

57 

carpenter 

98 

Ryan,  William  F. 

44 

grocer 

PARKER'S 

LANE 

Coyle,  Elias  B. 

25 

machinist 

Welch,  William  F. 

27 

bleachery  emp. 

Sheridan,  Joseph 

28 

bleachery  emp. 

Loftus,  John  B. 

27 

bleachery  emp. 

2 

Lethurie,  Frank 

33 

bleachery  emp. 

2 

Lethurie,  Charles 

31 

plumber 

6 

Hooben,  Patrick  J. 

43 

mill  hand 

McGann,  Michael  !•. 

41 

bleachery  emp. 

Residence  April  1,  1917 


Lawton  PI, 


RIPLEY  STREET 

14 

Connors,  Dennis 

67 

bleachery  emp. 

14 

Connors,  Francis  D. 

26 

foundry  emp. 

16 

Rooney,  John 

53 

Bost.  mfg.  CO. 

16 

Rooney,  Michael 

48 

buc.  fact,  emp. 

16 

Rooney,  Thomas 

22 

clerk 

13 

Burke,  Paul 

•46 

Bost.  mfg.  CO.  emp. 

Tormey,  Peter  H. 

39 

navy  yard 

Tormey,   Michael  J. 

44 

corundum  co. 

15 

Mannion,  Patrick  B. 

50 

W.  w.  CO. 

RIVER  STREET 

36    Emerson,  Edward  D.     75  farmer 
36    Emerson,  Joseph  B.        38    boat  builder 
36    Wescott,  Herman  R,      40  chemist 
50    McCullough,  Lincoln      20  *clerk 
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No. 

Name  Age 

Occupation 

Residence  April  1,  1917 

50 

McLulloiign,  John 

4o 

hlearliprv  emn 

McCullough,  Alexander 

00 

retired 

70 

McQuiston,  John 

40 

lilpacherv  pmn 

T  vmn  n 
iiidii 

70 

McQuiston,  James  W. 

o^ 
Zl 

IVIetz  CO. 

T  A/mcin 

164 

Falzone,  Mike 

22 

hlparhprv  pmn 

lot 

T                 T   1_ 

June,  Joseph 

oO 

UlCddlCiy  CIIip, 

Gregory,  Patrick 

'X^ 

OJ 

166 

Scigliano,  Salvatore 

OU 

Bost.  mfg.  CO. 

Charles 

Monahan,  James  H. 

9f\ 

168 

Monahan,  Thomas  J. 

O/ 

bleachery  emp. 

168 

McCourt,  Frank 

blcachery  emp. 

155  River 

180 

McGuinness,  Stephen 

bleachery  emp. 

182 

Arnold,  Joseph 

91 

clerk 

182 

Arnold,  Richard 

JO 

bleachery  emp. 

182 

Arnold,  Richard 

9^ 

Stark  tool  rn 

184 

iviann,  v^iiarics 

49 

plumber 

186 

xiegewaio,  juiius 

D-t 

bleachery  emp. 

196 

Mandile,  Giovanni 

41 
^+1 

mill  emp. 

196 

Suremeano,  Tony 

oo 

bleachery  emp. 

200 

Connearney,  Michael  F. 

oo 

teamster 

700 

Feeley,  Raymond 

90 

chaiifFpiir 

200 

Connearney,  Michael 

to 

bleachery  emp. 

Jackson  PI. 

202 

v_.ooiey,  iviiciidci 

^4 
o^ 

mill  hand 

208 

jjrown,  vv  alter  \j. 

OO 

bleachery  emp. 

210 

Toohey,  Michael  J. 

^4 

machinist 

214 

Byrne,  Joseph 

98 

painter 

220 

Blater,  Joseph 

^9 

OLi 

bleachery  emp. 

226 

Tierney,  Michael 

XI 

Of 

florist 

228 

Fay,  J.  Jojin 

oo 

W.  w.  CO. 

230 

Bowen,  Thomas  A. 

94 

Metz  CO. 

230 

Bowen,  Thomas 

CA 
04 

bleacher3''  emp. 

Howe,  Patrick 

/O 

232 

TT          _      T^l  .  .  T 

Howe,  ihomas  i. 

2o 

blenrliprv  emn 

7^4 

GiUigan,   1  nomas 

/I 

vv.  vv.  y^Kj* 

Eagle,  Martin  J . 

4o 

TT    .S  arcfnul 

Gordon,   ihomas  W. 

A  O 

48 

uicciv^iici  y  ciii|j. 

Costello,  James  J. 

Ol 

nl *=*Q r* n f^fiT"  p^mn 
uicdciiciy  ciiip. 

?40 

McCarthy,  Joseph  T. 

oo 

t;a  1f«ma  n 

242 

Loughry,  Daniel 

fonndrv  pmn 

?44 

O        "j^l           T               1  TT 

Smith,  Joseph  H. 

A  1 

41 

B.  &  M.  r.  r. 

944. 

\j  1  oolc,  v^nanes 

moulder 

248 

Carney,  John 

47 

bleachery  emp. 

250 

Culkin,  Edward 

21 

soldier 

250 

Culkin,  Daniel 

56 

bleachery  emp. 

252 

Chamberlain,  Eugene 

31 

brakeman 

252 

Scanlon,  CorneHus  J. 

43 

laborer 

266 

Farrell,  Patrick 

48 

foundry  emp. 

268 

Grimes,  Peter  C. 

38 

carpenter 

270 

O'Brien,  James,  Jr. 

22 

Bost.  mfg.  CO.  emp. 

270 

O'Brien,  James  W. 

53 

teamster 

272 

Smith,  Charles  S. 

26 

laborer 
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House  No. 

Name 

Age 

Occupation 

Residence  April  1 

272 

Smith,  Eugene  A. 

28 

bookkeeper 

272 

Smith,  John  T. 

30 

clerk 

272 

McGrath,  John 

24 

U.  S.  arsenal 

274 

Steed,  Patrick 

52 

bleachery  emp. 

276 

Cash,  Joseph 

29 

bookkeeper 

276 

Madden  Edward 

56 

teamster 

276 

Cash,  John 

66 

mason 

278 

Ryan,  Charles 

36 

bleachery  emp. 

280 

O'Hara,  Thomas 

50 

fireman 

280 

O'Hara,  Thomas 

22 

milkman 

282 

Curran,  Nicholas 

41 

bleachery  emp. 

282 

Walker,  Walter  M. 

45 

bleachery  emp. 

284 

Tracey,  Michael  A. 

41 

grocer 

286 

Kitzpatrick,  James 

49 

clerk 

288 

Martin,  Dominick 

51 

teamster 

290 

Conroy,  Thomas 

46 

bleachery  emp. 

290 

Conroy,  Patrick 

45 

bleacher}''  emp. 

298  River 

292 

Getchell,  Sherman 

30 

emery  wh.  emp. 

294 

Corcoran,  Francis  J. 

27 

tel.  operator 

296 

Myshrall,  James 

21 

chauffeur 

296 

Mvshrall,  Joseph 

22 

auto  supply  co. 

296 

Myshrall,  Frederick  P. 

47 

painter 

300 

Darby,  Charles  H. 

35 

baker  ' 

302 

Sampson,  Alexander 

40 

gardener 

O.  C. 

304 

Veno,  Frank  S. 

52 

machinist 

308 

Hines,  Michael 

59 

bleachery  emp. 

310 

Duggan,  Cornelius 

30 

blacksmith 

310 

Dempsy,  John 

26 

machinist 

310 

Connors,  John  J. 

44 

laborer 

69 

Ford,  Bernard  S. 

26 

U.  S.  arsenal 

69 

Ford,  John  J. 

60 

laborer 

73 

Shaughnessy,  Martin 

67 

fireman 

75 

Connelly,  John  F. 

52 

bleachery  emp. 

77 

Levy,  John  W. 

29 

buc.  fact.  emp. 

77 

Levy,  Frank 

23 

bleachery  emp. 

rear  79 

Smith,  James  F. 

40 

foundry  emp. 

79 

Gallagher,  Eugene  J. 

43 

bleachery  fuel  co. 

105 

Ardell,  James 

28 

buc.  fact.  emp. 

105 

Powell,  George 

58 

bleachery  emp. 

105 

Benton,  William  J. 

46 

Metz  CO. 

107 

Kelly,  Michael  J. 

38 

bleachery  emp. 

109- 

West,  William  R. 

44 

polisher 

111 

Burke,  Charles  L. 

32 

stenographer 

111 

Leonard,  Hugh  J. 

43 

Metz  CO. 

153 

McCullough,  John  H. 

56 

bleachery  emp. 

153 

McCullough,  John  Forest  35 

W.  w.  CO. 

155 

McCormick,  Martin 

40 

Metz  CO. 

155 

Scully,  Patrick 

60 

bleacher}'  emp. 

10  Calvary 

155 

Koch,  John 

50 

Metz  CO. 

O.  C. 

155 

McCourt,  Frank 

42 

bleachery  emp. 

155 

Burke,  Thomas  J. 

63 

bleachery  emp. 
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House  No. 

Name 

Age 

Occupation 

155 

Burke,  James  F. 

27 

bleachery  emp. 

155 

Briggs,  William 

70 

bleachery  emp. 

155 

McKeon,  John 

67 

bleachery  emp. 

163 

Libby,  Edward  F. 

34 

fireman 

163 

Simmons,  David  E. 

60 

bleachery  emp. 

163 

Robichaud,  Joseph  T. 

32 

clerk 

163 

Dowdell,  John  S. 

52 

bleachery  emp. 

163 

Walsh,  William 

27 

clerk 

165 

McCullough,  Thomas 

J.  65 

bleachery  emp. 

165 

Silman,  George  H. 

31 

salesman 

175 

Ferrellie,  Arego 

28 

Stark  tool  co. 

rear  175 

Barrile,  Vincenzo 

45 

bleachery  emp. 

177 

Taluto,  Joan 

43 

bleachery  emp. 

rear  179 

Mangi,  Gaetano 

37 

Stark  tool  co. 

187 

Keefe,  John  F. 

29 

expressman 

187 

Connelly,  Michael 

63 

fireman 

189 

Tracey,  William  G. 

35 

carpenter 

189 

Osgood,  Richard 

77 

foreman 

189 

Macurda,  Roland  G. 

31 

buc.  fact.  emp. 

197 

Sutton,  Charles 

37 

bleachery  emp. 

199 

Corbishley,  BarthTw  P.  32 

clerk 

199 

Corbishley,  James  J. 

39 

clerk 

199 

Corbishley,  Jonathan  V.  66 

bleachery  emp. 

203 

Whalon,  James  J. 

29 

bleachery  emp. 

205 

Bassett,  Edward 

57 

bleachery  emp. 

213* 

Cooley,  John 

42 

foundry  emp. 

237 

Carr,  James 

35 

moulder 

235 

McMillan,  William 

53 

bleachery  emp. 

237 

Gill,  Michael  J. 

52 

bleachery  emp. 

265 

Melanson,  Samuel  A. 

26 

mill  hand 

263 

Quirk,  James  J. 

49 

grocer 

283 

Connors,  William 

38 

policeman 

285 

Keating,  James  W. 

51 

gardener 

289 

Casey,  William  B. 

38 

clerk 

291 

O'Connor,  Thomas  F. 

31 

stenographer 

291 

O'Connor,  Michael 

72 

laborer 

69 

Residence  April  1,  1917 


O.  C. 
Bright 


SCHOOL  AVENUE 


Crowe,  Clifford 

33 

foundry 

Kempton,  Herbert 

21 

laborer 

Kempton,  Robert 

54 

bleachery  emp. 

Flood,  John  B. 

56 

bleachery  emp. 

Flood,  WilUam  F. 

34 

driver 

Hassat,  Frank 

28 

mill  hand 

Mallin,  John 

37 

Metz  CO. 

Morrissey,  John 

31 

Metz  CO. 

Ryan,  John  F. 

47 

bleachery  emp. 

Bird,  Mark 

33 

Bleachery  emp. 

Burke,  William  J. 

49 

watchman 

Conory,  Morris 

43 

bleachery  emp. 

Donnelly,  Hugh  J. 

68 

bleachery  emp. 

Calvary 


12  Gardner 


Lynch's  Lane 
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Donnelly,  John  J. 

35 

r.  r.  emp. 

Donnelly,  Lawrence  F. 

30 

machinist 

Flood,  James  W. 

59 

bleachery  emp. 

Walsh,  John  J. 

65 

bleachery 

WILLOW  STREET 

11 

Spaulding,  Lyndon 

28 

r.  r.  emp. 

17 

Caldwell,  John  F.,  Jr. 

31 

machinist 

17 

Quirk,  Thomas 

29 

clerk 

17 

Caldwell,  John  P. 

65 

B.  &  M.  emp. 

23 

Garaway,  Herbert 

39 

auto  repairer 

23 

Garaway,  William  J. 

61 

watchman 

23 

Kempf,  Oscar 

22 

bleachery  emp. 

27 

Dawson,  George 

73 

builder 

35 

Finnerty,  Patrick  A. 

37 

W.  w.  CO. 

35 

McCusker,  John 

49 

salesman 

47 

Gambel,  Robert 

70 

mill  hand            0.  C. 

47 

Walker,  John  M. 

40 

reporter 

47 

Walker,  John  L. 

73 

watchmaker 

47 

Walker,  Charles  A. 

34 

laborer 

77 

Ford,  Edward  F. 

34 

machfiiist 

89 

Furdon,  Thomas 

32 

machinist 

91 

jGriffin,  Thomas 

46 

bleachery 

91 

Mooney,  Joseph 

2» 

buc.  fact.  emp.      20  Friend 

93 

Collins,  Henry 

22 

clerk 

99 

Lavelle,  John  J. 

32 

foundry  emp.  * 

99 

Johnson,  Olof 

60 

mason 

163 

Gallagher,  William  J. 

33 

clerk 

163 

Davock,  Joseph  P. 

26 

stenographer 

163 

Creavin,  Dennis 

47 

expressman 

165 

Connearney,  James  B. 

50 

produce  dealer 

169y2  Lowrey,  Lawrence 

47 

fireman 

169y2  Lowrey,  John 

25 

Metz  CO. 

175 

Fallon,  Daniel  J. 

45 

foundry  emp. 

175 

Fallon,  Michael 

43 

foundry  emp. 

175 

Milmore,  James 

40 

U.  S.  arsenal 

177 

Stiner,  William 

36 

bleachery  emp. 

185 

Tracy,  Daniel  J. 

51 

hotel  keeper 

14 

Tillis,  Arthur  J. 

27 

foreman 

56 

DeCoste,  Norman  A. 

47 

salesman 

58 

O'Brien,  John  F. 

32 

machinist 

120 

Mitchell,  George  H. 

34 

bleachery  emp. 

122 

Casey,  Patrick  J. 

30 

W.  w.  CO. 

122 

Casey,  Frank 

64 

teamster 

122 

Loftus,  Bryan 

54 

laborer 

122 

Casey,  Robert  A. 

27 

produce 

124 

Tracy,  Edward  F. 

47 

mill  emp. 

126 

Grogan,  Bernard 

22 

Metz  CO. 

126 

Grogan,  John  J. 

25 

molder 

126 

Grogan,  Michael  J. 

47 

molder 

128 

Diskin,  George 

25 

Metz  CO. 
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128 

Diskin,  Patrick 

63 

foundry  emp. 

128 

Diskin,  Peter  A. 

30 

coremaker 

rear 

130 

Hart,  James  J. 

49 

bleachery  emp. 

130 

Loughlin,  James 

46 

foundry  emp. 

rear 

130 

Diskin,  William  A. 

37 

foundry  emp. 

130 

McGowan,  Michael  F. 

59 

molder 

130 

McGowan,  William  F. 

27 

secretary 

136 

Burns,  Frank  H. 

40 

clerk 

136 

Burns,  John  J. 

43 

lawyer 

136 

Burns,  Patrick 

61 

molder 

138 

Bader,  Lucian 

22 

laborer 

220  River 

138 

Bader,  Albert 

23 

bleachery  emp. 

220  River 

138 

Bader,  Joseph 

52 

bleachery  emp. 

220  River 

140 

McGahm,  Morton  F. 

29 

laborer 

144 

Mclvor,  Daniel 

32 

lineman 

146 

Sheridan,  Louis 

26 

buc.  fact.  emp. 

146 

Sheridan,  Michael  J. 

54 

laborer 

152 

Lynch,  Thomas 

35 

bleachery  emp. 

• 

152 

Demshaw,  Albert 

30 

bleachery  emp. 

Charles 

154 

Bennett,  Arthur 

27 

Gibbs  ex. 

Newton  &  Pine 

154 

Madden,  Joseph 

33 

Metz  CO. 

158 

Kay,  Howard 

64 

carpenter 

158 

Flaherty,  Patrick  F. 

32 

laborer 

Lynch's  Lane 

164 

Kane,  Robert  F. 

32 

machinist 

170 

Welch,  George 

45 

bleachery  emp. 

170 

Gibbons,  Patrick 

40 

molder 

170 

Hilden,  Henry 

30 

molder 

170 

Dreelan,  Joseph  A. 

61 

engineer 

182 

Leger,  Isadore 

73 

carpenter 

11  Willow 

182 

Sweeney,  Myles 

23 

text.  ins. 

49  Crescent 

182 

Barrett,  Mitchell 

62 

foundry  emp. 

184 

Barrett,  John 

30 

foundry  emp. 

184 

Kneeland,  William 

45 

U.  S.  arsenal 

184 

Maurer,  Frank 

44 

W.  w.  CO. 

186 

McLaughlin,  Michael 

60 

laborer 

188 

Barrett,  Fred 

28 

expressman 

192 

Argira,  Jimmie 

35 

r.  r.  emp. 

196 

Avalo,  Miki 

37 

mason 

CITY  OF'  WALTHAM 
WARD  3 


List  of  All  Persons  Resident  in  Ward  3,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

•  PRECINCT  2 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  sa'me  a  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


APPLETON  STREET 


House  No. 

Name 

Age 

Occupation  F 

4 

Pope,  Philip  M. 

33 

clerk 

12 

Clarke,  Bertrand 

33 

bank  teller 

16 

Grinnell,  Eugene  S. 

61 

Bos.  mfg.  CO. 

22 

Farnsworth;  George  0.  44 

shoe  dealer 

30 

Smith,  Harry  W. 

60 

bleachery  supt. 

34 

Burke,  Arthur  N. 

52 

teacher 

40 

Eaton,  Fred  R. 

71 

retired 

19 

Manning,  John  C. 

46 

dentist 

27 

Eaton,  Warren  M 

34 

clerk 

29 

Kingsbury,  Mowry  S. 

43 

bookkeeper 

39 

Eaton,   Willis  L. 

54 

teacher 

39 

Eaton,  Carl  L. 

22 

student 

39 

Eaton,  Bertram  W. 

20 

student 

39 

\ 

Eaton,  Harold  W. 

24 

machinist 

BARTON  STREET 

9 

Kendall,  William 

51 

r.  r.  emp. 

9 

Kilburn,  George  W. 

43 

painter 

9 

Simard,   Henry  A. 

26 

civil  eng. 

9 

Simard,  Epiphane  P. 

52 

superintendent 

19 

Ludlam,  Charles 

48 

merchant 

Residence  April  1,  1917 
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I  louse  No. 

Name 

Age 

Occupation 

21 

Ludlam,  Clilford  H. 

20 

clerk 

23 

Edmunds,  John  J. 

38 

patrolman 

29 

Filson,  Norman  W. 

24 

electrician 

CENTRAL  STREET 

5 

Cressy,  Walter  S. 

36 

tipkpt  asfent 

9 

Mongeon,  Tony 

36 

11 

Patnaude,  Evangeliste  41 

Rn«!    mffif  CO 

17 

Sicott,  Edwin 

23 

lahnrer 

17 

Sicott,  Frederick 

27 

17 

Sicott,  Joseph 

26 

W.  CO. 

17 

Sicott,  Leo 

23 

railwav  pmn 

17 

Sicott,  Thomas 

66 

retired 

19 

Theriault,  Vital 

45 

21 

Perry,  Domenic 

37 

blip  fap  pmn 

21 

Perry,  Jude 

72 

blip    fap  pmn 

23 

Kuhn,  Fred 

74 

COT17  filpr 

25 

Rhodes,  James  F. 

48 

patrolman 

27 

Sheridan,  Celes  Thomas  44 

m  aifbinist 

31 

/~»   11   u   „    "r^_  „i 

Callahan,  rrank 

OU 

1 Q  V»nT*C»T' 
Id  UKJl  K^l 

41 

Courtue,  Frederick 

Rn^    mfs"  pn 

43 

Lacroix,  Rev.  P.  O. 

OU 

rear 

77 

lOlIClllJV,  tlU&tJjJll 

43 

Cdl  j/C/lxLv^l 

79 

Dion,  Joseph  A. 

37 

clerk 

79 

Dion,  Emile  J. 

27 

ma  pbinieit 

d    1x1 11  lo  Kf 

81 

GrifRn,  James  R. 

33 

clerk 

81 

Cavanaugh,,  Felix 

52 

painter 

rear 

81 

Gaudet,  Paul 

41 

ma  pbiTiictt 

XXI  d  V^XIX  11 X  O  L 

85 

Manning,  Thomas  jr. 

34 

mill  pmn 

85 

Papin,  Joseph 

23 

l€xVJ\JL  CI 

85 

Austin,  John 

51 

mill  band 

XXXXXX  XXu/XXU 

87 

LeBlanc,  Azine 

38 

W.  CO. 

89 

Hayes,  Henry 

37 

1  P  linT'PT* 

IdULfl  v^l 

89 

Doucett,  Joseph  G. 

45 

m  n  pVi  1  n  1  «it 

iliddlXlllo  L 

93 

Collins,  Frank  J. 

25 

\JL  111 LC/1 

93 

Collins,  Charles 

63 

mill  pmn 

XXXXXX  v^xxx^. 

93 

Barron,  George 

70 

mill  hand 

93 

Campbell,  Patrick 

57 

bottler 

rear 

93 

Macleod,  Walter  H. 

35 

machinist 

97 

Cormier,  George 

21 

laborer 

97 

Cormier,  John 

55 

carpenter 

rear 

97 

Berard,  Charles  H. 

21 

Metz  CO. 

rear 

97 

Berard,   Henry  W. 

53 

teamster 

101 

Taranto,  John 

21 

laborer 

105 

Capidona,  Angelo 

21 

mill  hand 

105 

Maranda,  Philip 

24 

laborer 

109 

Fournier,  David 

34 

teamster 

109 

Rando,  Steve 

23 

mill  hand 

109 

Santamaria,  Steve 

38 

mill  hand 

113 

Valanti,  Joseph 

44 

laborer 

113 

Zelinsky,  Joseph 

38 

mill  hand 

Residence  April  I.  1917 


15  Mt.  Pleasant 


River  Ave. 


118  Felton 


105  Central 


11  Muldoon  Ct. 
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Age 
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113 

Mauris,  Boni 

56 

mill  hand 

River  Ave. 

113 

Mauris,  Constanti 

20 

mill  hand 

River  Ave. 

113 

Slaka,  George 

41 

mill  hand 

10 

Lenza,  Salvatore 

30 

laborer 

16 

Collins,  John 

34 

woolen  worker 

18 

Condlin,  Frank  T. 

43 

E  Howard  w. 

CO. 

54 

Hurley,  Peter  E. 

21 

Metz 

54 

Hurley,  Edward  M. 

26 

carpenter 

54 

Hurley,   Joseph  T. 

25 

lunch  cart 

56 

Auld,  Ernest 

26 

mill  hand 

56 

Gallant,  Leon 

47 

mill  hand 

85  Central 

58 

Melanson,  Amos 

24 

buc.  fac.  emp. 

Middle 

58 

Bourque,  Napoleon 

40 

W.  w.  CO. 

66 

Wetherbee,  Warren 

E.  25 

clerk 

66 

Wetherbee,  Harry 

45 

W.  w.  CO. 

70 

Burgess,  Albert 

44 

machinist 

72 

O'Neil,  James  F. 

20 

buc.   fac.  emp. 

72 

O'Neil,  Arthur 

68 

bleachery  emp. 

41  Common 

78 

Croteau,   Frank  A. 

31 

machinist 

78 

Julian,  Louis 

26 

machinist 

565  Main 

94y2Pelletier,  Nelson 

28 

carpenter 

94%Pelletier,  Alfred 

39 

carpenter 

89  Central 

92 

Degnio,  Charles 

59 

laborer 

Winter 

92 

Larosse,  Fred 

41 

W.  w.  CO. 

96 

Laforce,  Rosario 

45 

W.  w.  CO. 

98 

Mullen,  John  L. 

46 

plumber 

100 

Russo,  John 

31 

mill  hand 

87  Felton 

100 

Millet,  John 

25 

laborer 

19  Sinrins" 

100 

Goelet,  Philip 

27 

bleachery  emp. 

27  Felton 

100 

Degara,  Joseph 

34 

bleachery  emp. 

27%  Felton 

104 

Leger,  Philip 

59 

bleachery  emp. 

106 

Bonica,  Jimmie 

34 

mill  hand 

106 

Zino,  John 

34 

mill  hand 

fit;  FpltnTi 

110 

Yerman,  August 

38 

mill  hand 

11.0 

Bates,  Joseph 

27 

cigar  maker 

110 

Dykers,  Andoine 

34 

mill  hand 

110 

Ferhille,  Joseph 

58 

mill  hand 

110 

Mardelaer,  Joseph 

33 

TYi  ill     Vi  o  n  r1 

114 

Lopez,  Tony 

35 

grocer 

116 

Gauthier,  Dona 

29 

laborer 

103  Central 

116 

Hamel,  Ernest 

22 

labfirPT 

X  CAT  K.'\J±  v>  1 

116 

Hamel,  Philip 

26 

laborer 

103  Central 

118 

Smith,  John 

50 

laborer 

118 

Finn,  Simon 

65 

mill  hand 

118 

McCann,  Michael 

62 

mill  hand 

CHAMBERLAIN 

TERRACE 

7 

Hanscom,  Louis 

40 

manager 

11 

Nellson,  Lewis  T. 

30 

clerk 

11 

Freeman,  Edmund  S. 

21 

clerk 

Frost,  George  M. 

54 

merchant 
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House  No. 

Name 

Age 

Occupation           Residence  April 

15 

Dion,  Edmour 

46 

clerk 

15 

Dion,  Wilbrod  J. 

24 

W.  w.  CO. 

15 

Duffy,  John  R. 

21 

W.  w.  CO. 

60  Oak 

19 

Morrissey,  Joseph  P. 

43 

junk  dealer 

CHARLES  STREET 

12 

Doyle,  Cornelius 

52 

plumber 

12 

McNally,  Robert 

60 

mill  hand 

409  River 

12 

Keyes,  John 

70 

mill  hand 

12 

Belliveau,  Medrick 

37 

r.  r.  emp. 

12 

Daly,  Patrick  A. 

45 

sect,  hand 

12 

Langley,  James 

55 

retired 

12 

Murray,  Patrick 

59 

Hood  rubber 

12 

O'Donnell,  Frank 

67 

mill  hand 

12 

Tiffaney,  Frank 

29 

mill  hand 

12 

Ruane,  Michael 

37 

laborer 

14 

Forti,  Jerry 

46 

laborer 

24  Spring 

14 

Cardillo,  Frank 

43 

buc.  fact.  emp. 

24  Spring 

18 

Robi'chaud,  Thomas 

40 

car  barn 

0.  C. 

18 

Euphrakes,  Nicholas 

21 

mill  hand 

0.  C. 

26 

Camuti,  Antonio 

46 

pedler 

11  Felton 

30 

Cardillo,  Martin 

30 

laborer 

32 

Lemay,  Salvatore 

32 

shoe  shine 

65  Charles 

34 

Cupo,  Joseph 

35 

buc.  fact.  emp. 

36 

Papas,  John 

33 

grocer 

24  Charles 

38 

Silva,  Edward 

38 

carpenter 

Water 

38 

Anderson,  William 

42 

painter 

38 

Cormier,  Joseph 

45 

painter 

River 

38 

Brown,  Nicholas 

27 

mill  hand 

38 

Sampson,  Peter 

33 

mill  hand 

38 

Papas,  Peter 

30 

mill  hand 

48 

Harrington,  James  F. 

54 

provision  dealer 

52 

Buckley,  William  H. 

42 

mill  hand 

52 

Buckley,  Timothy  F. 

47 

stableman 

54 

Kelly,  Patrick  J. 

49 

•  hostler 

56 

Banforth,  Washington  R.  56 

mill  hand 

58 

Hosty,  Frank 

76 

laborer 

58 

Hosty,  Walter 

49 

molder 

rear  64 

Flynn,  John 

29 

laborer 

64 

DiMurro,  Frank 

35 

teamster 

132  Charles; 

66 

Holicka,  Abraham 

37 

junk  dealer 

Felton 

68 

Griffin,  James 

38 

none 

68 

Griffin,  Charles  J. 

35 

Hood  rubber 

68 

Griffin,  Edward  C. 

43 

laborer 

68 

Griffin,  Patrick 

42 

Hood  rubber 

70 

Cronk,  William 

42 

buc.  fact.  CO. 

Central 

72 

Marion,  Ernest 

41 

Metz  CO. 

72 

Hudson,  Ernest 

38 

watchman 

80 

Clasby,  Daniel  J. 

78 

grocer 

88 

Green,  Bennie 

26 

tailor 

88 

Krongard,  Harry 

30 

tailor 

88 

Lazero,  JosepTi 

29 

laborer 

;6 
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88 

Spiegel,  Zurah 

35 

buc.  fact.  emp. 

94  Charles 

88 

Young,  Joseph 

24 

screw  fact. 

68  Robbins 

90 

Goldman,  Morris 

24 

tailor 

92 

Milesky,  Henry 

50 

«;hop  Hpaler 

92 

Milesky,  Maurice 

25 

painter 

94 

Kellar,  Charles  A. 

42 

machinist 

94 Vs  Spigel,  Samuel 

24 

machinist 

51  Felton 

96 

Budroe,  Fred 

33 

meat  cutter 

192  Adams 

100 

Babineau,  Edward 

21 

Metz  CO. 

100 

Babineau,  Joseph 

47 

Metz  CO. 

104 

Gogan,  Felix 

27 

Pfl  rnpnter 

O.  C. 

104 

Gogan,  Oliver 

35 

painter 

106 

Roach,  Louis 

39 

mill  hand 

108 

Meuse,  M. 

60 

blrlp"  moiVP'r 

Duddy  Ave. 

110 

Durant,  Louis 

46 

electrician 

112 

Delorey,  John  F. 

30 

teamster 

112 

Delorey  David 

68 

engineer 

114 

Cormier,   Philip  H. 

48 

carpenter 

116 

Goldberg,  Abel 

33 

Stark  tool  rn 

Ifi  Pro  <ioppt. 

116 

Weiner,  Hyman 

26 

tailor 

118 

Robinshaw,  Peter  J, 

34 

machinist 

188  Moody 

118 

Wolf,  Harry 

38 

junk  dealer 

122 

MoUica,  Frank 

47 

m ill  hand 

124 

Digiuigoris,  E  Gi. 

28 

clerk 

O.  C. 

124 

Readacardo,  Frank 

41 

barber 

126 

Demay,  Bennie 

37 

Hood  nibbpr 

126 

Gordu,  Rafael 

34 

mill  hand 

128 

Blackstone,  Sam 

45 

tailoT 

130i 

Robinovitch,  Sam 

46 

iimk  HfalpT 

132 

Jones,  Arthur 

63 

fail  CiV 

134 

Nota,  Tony 

40 

■nrr»\7i  <5ion  rlAal^ar 

134 

Cutler,  Samuel 

35 

J  LlilJv  dCdlCx 

134 

Valeares.  Frank 

51 

■mill  hfinH 

xxxxxx  xxctxi^ 

134 

Baker,  Max 

53 

iiink"  rlpalpr 

J  UllIV  ^J.C<X1C1 

134 

Cnnski,  h,Li 

48 

X  cLU'U^X 

140 

Belli veau,  Philip 

55 

4:0  narvarci 

144 

LaCava,  James 

28 

IflbrvrpT 

Xc*  k-Tl-f  X  t^  l 

144 

LaCava,  Joseph 

26 

mill  Vianirl 

144 

Chambetre,  Nicholas 

36 

1  fl  bo  TPT 

XCliL^WX  t^X 

144 

Thonsler,  Marncea 

33 

laborer 

144 

Dereo,  Emel 

33 

driver 

11 

Beaver,  Rudolph 

31 

c:'l"iif1pn  + 

11 

Wellcome,  Hubert  E. 

24 

student 

11 

Wellcome,  Frank  D. 

57 

steam  fitter 

11 

Wellcome,  Arthur 

22 

music  teacher 

11 

Tuttle,  Hiram 

34 

lawyer 

11 

Sullivan,  Frank 

22 

soldier 

15 

Fallon,  Thomas  H. 

56 

navy  yard 

17 

Crafts,  William  K. 

40 

expressman 

25 

Boudreau,  Elzear 

42 

W.  w.  CO. 

25 

Squires,  Joseph  A.  P. 

31 

fireman 

0.  C. 

29 

Lohnes,  Edgar 

32 

soldier 

O.  0. 

WARD  3,  PRECINCT  2.  7; 


House  No. 

Name 

Age 

Occupation 

Residence  April 

29 

Jellison,  George  W. 

28 

machinist 

31 

Story,  George  A. 

60 

W.  w.  CO. 

565  Main 

31 

Milner,  Fred  S. 

65 

painter 

0.  C. 

33 

Finnerty,  Michael  F. 

34 

hostler 

33 

Finnerty,  Thomas  G. 

37 

teamster 

35 

Emerson,  Herbert  P. 

47 

clerk 

37 

Keniry,  Thomas  F. 

48 

clerk 

39 

Callahan,  John 

22 

U.  S.  arsenal 

43 

Sullivan,  Albert  E. 

42 

piano  maker 

43 

Sullivan,  Patrick  O. 

71 

mill  hand 

43 

Sullivan,   Charles  T. 

46 

piano  maker 

0.  C. 

45 

Hallinan,  John 

47 

teamster 

45 

Spencer,  Richard 

34 

stableman 

47 

Dunlop,  James 

47 

clerk 

55 

Connelly,  Thomas  A. 

39 

clerk 

55 

Connelly,  Michael  T. 

79 

grocer 

59 

McGowan,  James 

64 

laborer 

59 

McGowan,  John  F. 

34 

mill  hand 

59 

McGowan,  Edward  F. 

31 

mill  hand 

67 

Miele,  Erasmo 

50 

grocer 

67 

Krenopa,  Angele 

37 

P.  p.  CO. 

69 

Cansane,  Louis 

31 

iceman 

71 

Apostofolos,  Mike 

42 

mill  hand 

79  Charles 

79 

Harris,  John 

30 

shoe  maker 

79 

Greckos,  George 

38 

W.  w.  CO 

0.  C. 

81 

Mouyeos,  Peter 

44 

pedler 

0.  C. 

83 

Moore,  John  H. 

58 

laborer 

85 

Bontemps,  Demenico 

33 

laborer 

87 

Delorey,  Joseph  J. 

33 

meat  cutter 

89 

Kelly,  Joseph 

46 

mill  hand 

Dacey,  James 

34 

Hood  rubber 

CROSS  STREET 

4 

Aylward,  Joseph  L. 

24 

bank  clerk 

4 

Aylward,  Thomas  D. 

56 

salesman 

14 

Kenney,  Lawrence  M. 

47 

machinist 

16 

McKenna,  Charles 

30 

machinist 

16 

McKenna,  Matthew 

80 

retired 

16 

McKenna,  Matthew,  Jr.  33 

machinist 

18 

Sherwood,  Arthur  G. 

59 

painter 

18 

Sherwood,  Fred  R. 

33 

driver 

20 

Caswell,  William 

68 

hackman 

20 

Caswell,  Royal  H. 

38 

hackman 

24 

Kenney,  Thomas 

32 

Wal.  coal  CO. 

26 

Dutcher,  Wallace  E. 

32 

teamster 

26^  Gilman,  Horace  E. 

67 

roofer 

28 

Sweeney,  John  J. 

35 

Am.  ex.  CO. 

28 

Booazng,  William 

34 

driver 

Main 

32 

Taranto,  Onofrio 

40 

mill  hand 

Felton 

32 

DePasquale,  Gaetano 

34 

bleachery  emp. 

School 

34 

Mandile,  Frank 

39 

mill  hand 

38 

Cotter,  Richard 

33 

mill  hand 
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38 

54 

mill  hand 

9 

Lally,  Patrick  J. 

53 

r.  r.  emp. 

11 

McGann,  John  M. 

26 

Metz  CO. 

11 

McGann,  Francis  A. 

21 

carpenter 

11 

McGann,  Joseph  W. 

23 

Metz  CO. 

15 

Labbe,  Octave 

43 

watchmaker 

15 

Carlon,  Eugene 

56 

laborer 

21 

Burke,  Daniel  F. 

49 

mill  hand 

23 

Gustavson,  John 

47 

janitor 

25 

Gustavson,  Fred  C. 

26 

W.  w.  CO. 

25 

Gustavson,  Gustav 

28 

painter 

25 

Gustavson,  Claus 

53 

farmer 

27 

Kavanaugh,  John 

46 

Metz  emp. 

31 

Britton,  Edward 

55 

salesman 

39 

Groveano,  Beaveno 

38 

expressman 

39 

Cincotti,  Joseph 

25 

shoe  maker 

CUTLER  COURT 

1 

Christmas,  Frank 

69 

gardener 

2 

Atwood,  Charles  L. 

31 

clerk 

4 

Wentworth,  Freedom 

47 

manager 

DANIELS  COURT 


22 

Wallace,  William  P. 

59 

mfgr.  chemist 

22 

Morgan,  David 

34 

clerk 

O.  C. 

11 

Mitchell,  Erick 

20 

machinist 

11 

Hodge,  Ralph  E. 

23 

conductor 

11 

Hodge,  Stephen 

62 

builder 

11 

Hodge,  Stephen,  Jr. 

29 

salesman 

11 

Hodge,  Leslie  R. 

20 

w.  f.  emp. 

17 

Barton,  Harold  S. 

27 

clerk 

19 

Hayes,  Angus  D. 

30 

salesman 

79  Lexington 

19 

Jacobs,  Ottis  E. 

34 

salesman 

Moody  St. 

19 

Weymouth,  Eugene 

48 

barber 

Moody  St. 

19 

Hamilton,  Robert  S. 

26 

engineer 

79  Lexington 

ELM 

STREET 

9 

Parker,  Alfred 

48 

restaurant 

11 

Fitzpatrick,  Edward 

51 

shoemaker 

11 

Erickson,  Theodore 

66 

shoemaker 

0.  C. 

17 

O'Hagan,  Thomas 

34 

driver 

O.  C. 

17 

Osborn,  Frank  R. 

26 

milkman 

O.  C. 

17 

Rowe,  Arthur  W. 

31 

W.  w.  CO. 

17 

Kelly,  John  W. 

44 

foreman 

17 

Elston,  Abraham  A. 

30 

clerk 

17 

Tully,  James 

33 

stage  manager 

17 

Ryan,  Charles  H. 

63 

barber 

17 

Daley,  Anthony  J. 

57 

salesman 

17 

Lynch,  Arthur  J. 

33 

stage  manager 

O.  C. 

20 

Lavshay,  George  J. 

40 

driver 

21 

Sozanski,  Joseph  S. 

27 

window  washer 
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21 

Sozanski,  Michael 

25 

window  washer 

21 

Sozanski,  Ignacy 

42 

window  washer 

32 

Wellington,  Miles  H. 

livery  stable 

32 

Logan.  Murray  R. 

21 

livery  stable 

O.  C. 

34^  Cassella,  James 

48 

mill  hand 

34 

Wong,  Bow 

vS 

laundry 

38 

Danoski,  Hapolet 

36 

grocer 

52H  Jolin.  Augustin 

64 

polisher 

54 

Marcoux,  Joseph  H. 

39 

machinist 

54 

Madden,  Luke 

33 

city  emp. 

Winter  St. 

54 

Doe,  Marven 

23 

em.  wh.  CO. 

Ill  Harvard 

FELTON  STREET 

9 

Salavantas,  Harry 

31 

mill  hand 

9 

Rosi.  Tony 

39 

laborer 

9 

Ricker,  Adam 

45 

teamster 

11 

Mosca.  Marco 

28 

barber 

11 

Carmenita,  James 

33 

grocer 

13 

Lawler,  Gus 

41 

M.  &  B.  r.  r. 

13 

Kalamatianos,  Alex 

29 

mill  hand 

13 

Margris,  Chris 

21 

mill  hand 

13 

Kaosefas,  Nicholas 

36 

grocer 

21 

Papas,  John 

32 

grocer 

25 

Carvare,  Tony 

34 

laborer 

25 

DeFilipis,  Filipis 

24 

laborer 

27 

Decane,  Joseph 

27 

laborer 

29 

Taulli,  Vincenzo 

36 

laborer 

29 

Casella.  Domenico 

32 

r.  r.  emp. 

103  Felton 

49 

Gathmar,  Max 

52 

shoe  maker 

49 

Griff,  Samuel  F. 

28 

junk  dealer 

168  Prospect 

Speakle,  Sam 

29 

buc.  fact.  emp. 

51 

Smith,  Harry 

38 

junk  dealer 

38  Felton 

51 

Simon,  Carl 

24 

blacksmith 

166  Prospect 

51 

Balder,  Israel 

57 

rag  picker 

O.  C. 

51 

Winer,  Bennie 

39 

junk  dealer 

51 

Insafe,  Myer 

37 

junk  dealer 

51 

Canter,  Joseph 

28 

teamster 

51 

Balder,  Edial 

57 

junk  dealer 

57 

Nascome,  Selvey 

44 

expressman 

57 

Taranta,  Stephen 

44 

expressman 

57 

Taranta,  Tony 

27 

expressman 

59 

Harro,  Joseph 

46 

laborer 

83 

Rose,  Antonio 

38 

laborer 

85 

Zeno,  John 

34 

mill  hand 

85 

Russo,  John 

28 

mill  hand 

85 

Bonica,  James 

34 

mill  hand 

rear  85 

Bonica,  Stefano 

23 

weaver 

O.  C. 

85 

Cincotta,  Frank 

66 

fruit  dealer 

rear  85 

Cantamaria,  John 

33 

weaver 

0.  C. 

91 

Nusenbaum,  Jacob 

62 

junk  man 

91 

Katz,  Morris 

57 

junk  dealer 
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Name 

91 

Michaelson.  Harry 

101 

Rouso.  Joseph 

101 

Rose,  Joe 

101 

Ferro,  Salvatore 

101 

Ferro.  Joseph 

103 

Zaia,  Frank 

103 

Zaia,  Antonio 

103 

Ferro,  Tony 

103 

Monfort,  Giuseppe 

103 

Ferro,  Merry 

103 

Lanza,  Tony 

111 

Zaia,  Antonio 

111 

Marabito,  Joe 

111 

Risso,  Salvatore 

111 

Salamon,  Vincenzo 

111 

Guiliano,  John 

111 

Guiliano,  Frank 

111 

Marto,  Joe 

115 

Lazaro,  Joseph 

115 

Lazaro,  Sam 

123 

Cook,  Charles 

125 

Veno,  Albert 

139 

Kingsley,  Francis  A. 

18 

Simineria,  Larolina 

90 

Provincia,  John 

94 

Grutro,  Philip 

108 

Laldiatino,  Marine 

108 

Lupo,  Tony 

108 

Gerrece,  Carmelo 

108 

DeBrino,  Charles 

114 

Gugarty,  William 

116 

Croce,  Frango 

118 

Demattao,  Rofflum 

118 

Terrasia,  Frank 

120 

Casley,  Antonio 

120 

Delagrambra,  Louis 

120 

Pisagril,  Angelo 

122 

Malazzi,  Jimmie 

122 

O'Rafus,  Jimmie 

122 

Giolino,  John 

122 

Algeri,  Salvatore 

122 

Colura,  Salvatore 

128 

Pagliazzo,  Domenic 

128 

Camello,  Allfia 

130 

Pentabona,  Philip 

130 

Adornetto,  Charles 

130 

Ferria,  Joseph 

134 

Dacey,  John  F. 

136 

Ryan,  William  H. 

136 

Ryan,  Martin  J. 

138 

Anderson,  Neil  0. 

Age 

Occupation 

Residence  April 

35 

painter 

44 

laborer 

35 

laborer 

39 

laborer 

44 

laborer 

21 

mill  emp. 

111  Felton 

57 

mill  hand 

111  Felton 

39 

mill  hand 

144  Charles 

49 

U.  S.  arsenal 

O.  C. 

39 

mill  hand 

144  Charles 

27 

U.  S.  arsenal 

44 

grocer 

32 

U.  S.  arsenal 

26 

barber 

46 

laborer 

10  Williams 

29 

mill  hand 

116  Felton 

22 

mill  hand 

32 

U.  S.  arsenal 

60 

teamster 

23 

driver 

52 

teamster 

36 

em.  wh.  emp. 

40 

clerk 

36 

laborer 

36 

laborer 

40 

laborer 

28 

B.  &  M.  r.  r. 

31 

r.  r.  emp. 

25 

foundry  emp. 

26 

Hood  rubber 

61 

laborer 

52 

laborer 

30 

gas  CO. 

Water 

44 

gas  CO. 

Water 

34 

machinibL 

32 

r.  r.  emp. 

35 

r.  r.  emp. 

21 

farmer 

45 

laborer 

26 

mill  hand 

44 

mill  hand 

51 

mill  hand 

42 

laborer 

34 

r.  r.  emp. 

38 

laborer 

30 

mill  hand 

32  Felton 

42 

bleachery  emp. 

40 

r.  r.  emp. 

49 

clerk 

55 

clerk 

36 

painter 

O.  C. 
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FOUNTAIN  STREET 

I  louse  No. 

Name 

Age 

Occupation 

Residence  April  1,  191 

1 

Alilpskv  F'raTik 

36 

cobbler 

3 

CJ-inshiirs'  AhrahialTTi 

29 

watchmaker 

5 

Pord  .Top 

26 

clerk 

7 

Finn  Israel 

39 

hardware 

17 

X  liillCgdll,     VV  lllldlll  0. 

29 

mill  hand 

17 

Finnegan,  Joseph.  P. 

58 

barber 

1  i 

Finnegan,  John  M. 

33 

em.  wh.  emp. 

17 

Pinnegan,  George  F. 

26 

laborer 

17 

Finnegan,  Edward  J. 

36 

barber 

rear 

17 

Herman,  Louis 

32 

junk  dealer 

rear 

17 

Berman,  Joseph 

40 

junk  dealer 

29 

Carveta,  Ura 

39 

r.  r  emp. 

29 

Valentine,  Fuckoa 

28 

brass  foundry 

29 

Gavica,  Ottavio 

29 

foreman 

29 

Gentile,  John 

21 

glass  factory 

8 

Fuller,  John 

38 

mill  hand 

8 

Pine,  Charles 

29 

city  emp. 

8%Mobile,  Joseph 

48 

mill  hand 

14 

Zelinetsky,  Reuben 

55 

baker 

20 

Resacata,  Frank 

42 

barber 

22 

Levine,  Philip 

53 

tailor 

22 

Levine,  Albert 

25 

clerk 

26 

Helman,  Samuel 

57 

shoe  maker 

28 

Grauffa,  Salvatore 

40 

r.  r.  emp. 

30 

Cannistraro,  Domenico  41 

laborer 

Williams 

30 

Coela,  Nicholas 

32 

laborer 

GRANT  STREET 

15 

Ferson,  Everington  E. 

65 

oil  dealer 

25 

Munster,  John  Henry 

35 

buc.  fact  emp. 

25 

Munster,  Albert  E. 

30 

clerk 

HARVARD  STREET 

84 

Cullen,  Thomas 

49 

laborer 

86 

Rizzo,  Giuseppe 

46 

arsenal 

rear 

84 

Lembo,  Rosario 

28 

mill  hand 

O.  C. 

rear 

84 

Chico,  Tony 

46 

r.  r.  emp. 

102 

Aucoin,  Thomas 

33 

machinist 

104 

Veno,  Blair  J. 

31 

W.  w.  CO. 

104 

Veno,  Zoil 

21 

em.  wh.  emp. 

104 

Cormier,  Sifroi 

27 

carpenter 

104 

Veno,  Fidele 

55 

carpenter 

O.  C. 

106 

Hart,  Daniel 

51 

baker 

106 

Hart,  James  A. 

20 

W.  w.  CO. 

108 

Lamburn,  Arthur 

34 

W.  w.  CO. 

Prospect  Hill  Ave 

112 

Lane,  Thomas 

49 

W.  w.  CO. 

114 

Ormand,  Frederick  V. 

46 

W.  w.  CO. 

HASTINGS  AVENUE 

18 

Emerson,  Samuel  M. 

42 

tallyman 

0.  C. 

18 

McKenzie,  Daniel 

36 

plumber 

82 
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25 

Forster,  Graham 

24 

Metz  CO. 

25 

Forster,  Alphonsus  F. 

21 

manager 

25 

Forster,  John  G. 

53 

carpenter 

25 

Forster,  Leo  T. 

27 

W.  w.  CO. 

HEARD  STREET 

26 

Anderson,  Gustave  L. 

55 

janitor 

O  A 

Herlihy,  Dennis 

35 

laborer 

l.oU  ocnool 

OA 

Boudreau,  William 

50 

janitor 

55  Gharles 

on 

Logan,  Matthew 

44 

machinist 

U.  L/. 

34 

Taranto,  John 

35 

mill  hand 

13 

Erwin,  William  H. 

66 

machinist 

15 

Ham,  Melvin  J. 

66 

blacksmith 

15 

Ham,  Melvin  J.  jr. 

31 

blacksmith 

17 

Collins,  Eugene  P. 

25 

clerk 

0.  c. 

17 

Reynolds,  Lewis  C. 

36 

expressman 

o.  c. 

23 

Waugh,  John  N. 

45 

foreman 

Lexington  St 

31 

Welch,  James  P. 

20 

clerk 

33 

Callahan,  Daniel 

54 

carpenter 

JACKSON 

PLACE 

6 

Veilleux,  Joseph  M. 

46 

Bos.  mfg.  CO. 

6 

Albert,  Joseph 

37 

mill  hand 

4 

Jackson,  William 

23 

mill  hand 

2 

Gallagher,  Matthew 

31 

Emery  wh.  co. 

5 

McNabb,  William  E. 

38 

laborer 

8 

Richardson,  Edward 

73 

mill  hand 

LAWTON 

PLACE 

1 

Chagnon,  Arthur  J. 

29 

W.  w.  CO. 

i 

Ghagnon,  John 

61 

mill  hand 

o 
o 

Sykes,  Harry 

33 

buc.  fac.  emp. 

"2 
0 

Sykes,  Alfonse 

26 

mill  hand 

c 

J 

Rheaume,  Lucia 

20 

buc.  fac.  emp. 

r 
o 

Rheaume,  Joseph 

22 

mill  hand 

K 

o 

Rheaume,  Vital 

60 

buc.  fac.  emp. 

McGonigle,  Patrick 

49 

laborer 

-1 1 

Coppinger,  Thomas 

45 

bleachery  emp. 

1  -1 

Glynn,  Michael 

60 

laborer 

o 
it 

Brown,  James 

25 

mill  emp. 

o 

£i 

Marston,  Peter 

43 

mill  emp. 

A 

'± 

Barneshky,  Charles 

47 

mill  emp. 

D 

Anjamarski,  William 

36 

bleachery  emp. 

g 

Wytoydvitch,  Frank 

35 

bleachery  emp. 

8 

Arleconoge,  John 

20 

bleachery  emp. 

8 

Artz,  Michael 

20 

mill  hand 

10 

Alekna,  William 

25 

mill  hand 

10 

Gordas,  Thedasis 

31 

bleachery  emp. 

12 

Nanos,  Andrew 

28 

buc.   fac.  emp. 

12 

Nanos,  Louis 

35 

Bos.  mfg.  CO. 

12 

Nanos,  Chris 

40 

Bos.  mfg.  CO. 

12 

Zaragas,  James 

29 

mill  hand 
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14 

25 

mill  hand 

14 

'Ztfi  Ytcw  if  cYi  rrirmiTTi 

36 

bleachery  emp. 

24 

Wfillfl.rp  .Tiiliim 

36 

mill  hand 

24 

Vitka  Stanley 

28 

mill  hand 

IS 

Schoorems,  Floorent 

38 

mill  hand 

22 

Ryan,  John  W. 

68 

laborer 

22 

Sullivan,  James  N. 

41 

mill  hand 

MAIN 

STREET 

382 

O'Brien,  Frank 

40 

Wal.  coal  CO. 

402 

Gilbert,   Pred  R. 

61 

clerk 

402 

Gilbert,  Wesley  R. 

20 

electrician 

404 

Bassett,  Gifford 

03 

bleachery  emp. 

404 

Bassett,  William 

34 

A.  x\l.  Wood  CO. 

404 

Higgins,  Harry 

37 

foreman 

428 

Browning,  Harry  A. 

53 

water   works  emp. 

436 

St.  George,  Leslie 

28 

engineer 

436 

St.  George,  William  P. 

33 

student 

436 

St.  George,  Emmet  S. 

25 

mechanic 

436 

St.  George,  Christopher  F.61 

machinist 

436 

Trainor,  Harry  P. 

42 

lawyer 

438 

Goodell,  Roland  E. 

55 

lawyer 

446 

Sanderson,  Edward  P. 

58 

merchant 

462 

McElman,  Robert 

76 

millwright 

O. 

c. 

462 

Taylor,  James 

42 

carpenter 

462 

Baxter,  George 

40 

carpenter 

462 

Johnson,  W^illiam  H. 

70 

real  estate 

462 

Graves,  Michael 

68 

retired 

0. 

c. 

462 

Pope,  Bert 

71 

sale  E  man 

476 

Greeley,  John  J.  Jr. 

49 

lather 

478 

Flaherty,  Fred  J. 

51 

organ  builder 

486 

Stearns,  George  A. 

57 

bank  clerk 

488 

Murphy,  Bernard  A. 

20 

painter 

488 

O'Neil,  John  T. 

49 

machinist 

488 

Healey,  William  E. 

58 

W.  w.  CO. 

502 

Patch,  Samuel 

81 

retired 

510 

Lawrence,   P.  N. 

38 

manager 

Fiske 

512 

Sturtevant,  Henry  B. 

62 

gardener 

512 

Sturtevant,  Seward 

22 

machinist 

512 

Sturtevant,  Henry  B.  Jr.23 

florist 

512 

Mcintosh,  Arthur  H. 

26 

expressman 

520 

Gushing,  Charles  W. 

55 

manufacturer 

542 

Goranson,  Edwin 

29 

chauffeur 

552 

Joyce,  J.  Francis 

28 

undertaker 

552 

Kirwin,  Grafton  E. 

55 

livery  stable 

556 

McMahon,  William  P. 

27 

mech.  eng. 

O. 

c. 

556 

Schuffer,  Adolph 

55 

ins.  agt. 

O. 

c. 

556 

Goldberg,  Louis 

35 

painter 

558 

Smith,  Thomas 

51 

city  emp. 

558 

Donlan,  Michael 

38 

mill  emp. 

558 

Riley,  Michael 

46 

city  emp. 

84 
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ence 

558 

Roblnchaud,  Mastai  L. 

42 

teamster 

562 

Wallingford,  Richard  N.41 

storekeeper 

562 

Willis,  Charles  A. 

50 

physician 

562 

Wilkinson,  Richard  J. 

25 

factory 

0. 

a 

562 

Coffin  W. 

31 

meat  cutter 

562 

Bakirakus,  Nick 

22 

chef 

562 

Psaltis,  Charles 

43 

manager 

562 

Coffin,  Walcott  F. 

32 

meat  cutter 

562 

Brennan,  Michael  F. 

23 

manager 

O. 

C. 

562 

Barney,  Charles 

55 

janitor 

O. 

C. 

562 

Pillion,  James  J. 

50 

insurance 

0. 

C. 

562 

Knight,  Edward 

77 

engraver 

574 

Hurlburt,  L.  W. 

34 

manager 

580 

Smart,  Alfred 

41 

baker 

580 

Elson,  Mark 

35 

Edison  Light 

590 

Barrett,  John  P. 

21 

agent 

590 

Collins,  Russell  P. 

21 

W.  w.  CO. 

590 

Smith,  Edwin 

30 

foreman 

O. 

C. 

590 

Trombley,  Wilfred  P. 

35 

tailor 

590 

Flanders,  Joseph  E. 

45 

manager 

O. 

C. 

590 

Robinson,   Fred  E. 

62 

brass  foundry 

O. 

c. 

590 

Whitney,  Ernest 

49 

retired 

590 

McGill,  Prince 

54 

blacksmith 

590 

0«;bnrn    T^fprbprt  Wl 

47 

undertaker 

598 

Gustat,  Louis 

44 

salesman 

690 

Brooks,  Charles 

60 

carpenter 

690 

Gleason,  Thomas  H. 

48 

salesman 

690 

Goodwin,  Arthur  N. 

42 

clerk 

690 

Gleason,  William  H. 

53 

clerk 

O. 

c. 

690 

O'M alley,  Michael  J. 

32 

ins.  agt. 

0. 

c, 

704 

Langill,  Agur 

40 

expressman 

706 

Couie,  John  G. 

27 

W.  w.  CO. 

706 

Haynes,  Ernest 

28 

W.  w.  CO. 

O. 

c. 

722 

Shiller,  Robert 

33 

W.  w.  00. 

738 

Doyle,  Francis  H. 

39 

physician 

740 

Rose,  Abraham  J. 

60 

undertaker 

740 

Scully,  John 

45 

r.  r.  emp. 

768 

O'Donnell,  George  T. 

43 

physician 

776 

Snell,  Edward  F. 

52 

manager 

MECHANIC  STREET 

6 

Algeri,  Salvatore 

31 

laborer 

8 

Colura,  Giuseppe 

38 

bleachery  emp. 

7  Noon 

16 

Economeros,  Athos 

35 

mill  hand 

16 

Geary,  Edward 

61 

gate  tender 

16 

Kelley,  Michael 

41 

laborer 

16 

Materson,  John 

51 

mill  hand 

16 

White,  Peter 

55 

carpenter 

16 

Spencer,  William 

35 

emery  wh.  co. 

16 

Dwyer,  James 

45 

none 

7 

Eaton,  James  G. 

42 

printer 

WARD  3,  PRECINCT  2. 
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No. 

Name  Age 

Occupation 

Residence  April  1,19 

11 

•  Denault,  Joseph 

29 

navy 

1 1 

1 1 

Denault,  Louis  O. 

51 

machinist 

11 

Denault,  Arthur 

20 

teamster 

11 

McDermott,  Frank  H. 

52 

machinist 

13 

Sgroi,  Vincenzo 

30 

barber 

13 

Casey,  Simon 

69 

laborer 

MOODY 

STREET 

6 

Blodgett,  George  R. 

38 

insurance 

■2 

Yates,  Henry 

64 

elevator  man 

-2 
J 

Miller,  Edward  F. 

40 

clergyman 

Bruce,  Charles  H. 

64 

janitor 

3 

Somes,  George 

50 

W.  w.  CO. 

MUSIC  HALL  AVENUE 

0 

Ciciak,  Stanley 

53 

bleachery  emp. 

0 

Ciciak,  Michael 

20 

Stark  tool  co. 

11 

Watserkivis,  Charles 

24 

bleachery  emp. 

li 

Passutook,  Tony 

44 

mill  hand 

1/11  "DC-..^^^ 

o4i  Kiver 

0 
y 

Rankers,  George 

23 

mill  hand 

KJ. 

Q 

y 

Kieda,  Stanley 

38 

baker 

Q 

Dutchak,  Joh 

31 

Stark  tool  co. 

oy  v^entrai 

NEWTON  STREET 

9 

Knight,  Horace  A. 

35 

cutter 

29 

Pendlebury,  Peter 

55 

W,  w.  CO. 

33 

O'Toole,  Patrick  B. 

29 

produce 

33 

Birmingham,  Thomas  J.  46 

machinist 

35 

Riley,  James  T. 

54 

machinist 

• 

61 

Lunny,  Thomas  P 

23 

r.  r.  emp. 

83  Taylor 

61 

Walsh,  Robert  R.,  Tr. 

28 

laborer 

Pine 

61 

Walsh,  Walter  A. 

20 

expressman 

83  Taylor 

61 

Walsh,  William  J. 

30 

machinist 

5  Mt.  Pleasant 

61 

Walsh,  Robert  R. 

63 

machinist 

83  Taylor 

12 

Callan,  John  F. 

33 

stenographer 

12 

Callan,  Michael 

56 

molder 

12 

Callan,  Stephen  C. 

32 

timekeeper 

12 

Callan,  William  J. 

35 

stenographer 

14 

Broderick,  John  W. 

56 

milkman 

18 

Cox,  Warren 

21 

auto  driver 

18 

Cronin,  James  J. 

21 

milkman 

18 

Cronin,  Michael  C. 

64 

retired 

22 

Waugh,  Albert  T. 

24 

jewel  maker 

43  Columbus  Av 

22 

Badger,  Fred 

26 

machinist 

22 

Jacobs,  Fred  M. 

45 

milkman 

26' 

Concannon,  Edward  P. 

30 

W.  w.  CO. 

34 

Maher,  Peter 

44 

fireman 

36 

Bergeron,  Arthur 

23 

mill  hand 

38 

Denault,  George 

28 

foundry  emp. 

38AKlocker,  William  F. 

43 

meat  cutter 

42 

Paisey,  Ephraim 

32 

machinist 

139  Charles 

44 

Poirier,  George  J. 

41 

machinist 

WARD  3,  PRECINCT  2. 


RIVER  STREET 

House  No. 

Name 

Age 

Occupation 

372 

Coveleski,  Michael 

38 

mill  emp. 

374 

Sykes,  Charles 

60 

mill  hand 

374 

Sykes,  August 

23 

cigar  maker 

374 

Coppenn,  Leon 

25 

cigar  maker 

374 

Sykes,  Leon 

25 

mill  hand 

376 

Senisky,  Tony 

25 

mill  hand 

378 

Valiere,  Henry 

31 

mill  hand 

378 

Bellan,  Nobirt 

39 

buc.  fac.  emp. 

380 

Burke,  Frank 

22 

bleachery  emp. 

382 

Vandenbush,  Octave 

36 

mill  hand 

384 

Fallon,  John 

49 

gate  tender 

386 

Stupuas,  Martin 

22 

baker 

386 

Wenckus,  John 

41 

core  maker 

388 

Goman,  Charles 

34 

mill  hand 

388 

Fingermous,  Larry 

25 

mill  hand 

390 

Harvey,  Frank 

77 

mill  hand 

390 

Burt,  John 

59 

laborer 

390 

Burque,  Cammel 

31 

painter 

392 

Demers,  Julian 

47 

carpenter 

394 

Creighton,  Charles 

27 

mill  hand 

394 

McGuirk,  Thomas 

36 

em.  wh.  emp. 

396 

Mazeis,  Lea 

28 

B.  m.  CO. 

396 

Morankus,  Vladas 

24 

foundry  emp. 

396 

Albert,  Dennis 

40 

mill  hand 

396 

Cairess,  Boutress 

49 

bleachery  emp. 

402 

Vanderwood,  Albert 

31 

cigar  maker 

404 

Coakley,  John  W. 

27 

Metz  CO. 

406 

McAnna,  George  E. 

44 

conductor 

408 

Barron,  Samuel  0. 

33 

mill  hand 

410 

Daley,  George  F. 

41 

bleachery  emp. 

414 

Kelly,  Daniel 

36 

mill  hand 

414 

Fitzpatrick,  Hugh  J. 

30 

bleachery  emp. 

416 

Clark,  Joseph 

40 

mill  hand 

416 

Clark,  William  J. 

46 

mill  hand 

420 

Odette,  John 

60 

laborer 

422 

Ward,  David 

50 

laborer 

428 

Hill,  Charles  F. 

38 

clerk 

430 

King,  James  A. 

29 

mill  hand 

432 

Hughes,  Thomas 

52 

mill  hand 

432 

Kelley,  Thomas 

60 

mill  hand 

432 

Kerwin,  Joseph 

42 

painter 

415 

Burke,  Fred 

37 

lineman 

413 

White,  Amb. 

47 

laborer 

397 

Mulvin,  Frank 

42 

city  emp. 

397 

Hines,  Patrick 

25 

foundry  emp. 

397 

Silvey,  James 

46 

mill  hand 

397 

Bova,  Frank 

44 

Wal.  coal  CO. 

397 

Clouette,  Edmond 

60 

pen.  point,  emp. 

397 

Connelly,  Patrick 

52 

bleachery  emp. 

367 

Doucette,  Miles 

39 

mill  hand 

Residence  April  1,  1917 


Lawton  Pi. 


3  River  Ave. 
3  River  Ave. 


2  River  Ave. 
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No. 

Name 

Age 

Occupation 

365 

Burgess,  William  B. 

24 

painter 

365 

Burgess,  Walter 

20 

laborer 

365 

Burgess,  Angus  J. 

21 

laborer 

365 

Burgess,  William 

46 

painter 

367^  Pellerin,  Dennis 

20 

enlisted 

367 

Pellerin,  Philip 

25 

mill  hand 

3675^  Pellerin,  Charles 

23 

mill  hand 

367>^  Pellerin,  Fred 

61 

laborer 

343 

Urynowicz,  Boleslaw 

28 

mill  hand 

343 

Stalmasik,  Bronislaw 

28 

baker 

343 

Antonowick,  Jacob 

27 

mill  hand 

341 

Savoy,  Charles 

36 

bleachery 

339 

Grabofsky,  Peter 

37 

mill  hand 

339 

Strazdas,  John 

29 

mill  hand 

337 

Sharp,  George 

52 

mason 

Residence  April  !,  1917 


114  Newton 
114  Newton 


RIVER  AVENUE 


1 

Thompson,  Thomas 

59 

laborer 

1 

Shepley,  Thomas 

64 

B.  &  M.  r.  r. 

3 

Vaglis,  Joseph 

26 

foundry  emp. 

3 

Yankofsky,  Tony 

39 

mill  hand 

5 

Venine,  Seraphino 

40 

blacksmith 

9 

Kelly,  Frank 

42 

fireman 

4 

Baltulis,  Frank 

26 

Hood  rubber 

4 

Galinuski,  Charles 

27 

mill  hand 

4 

Aleknea,  William 

24 

baker 

6 

Gucus,  Leon 

33 

laborer 

8 

Allie,  James 

41 

mill  hand 

STRATTON  TERRACE 

1 

Keough,  John  J. 

57 

painter 

2 

Connors,  Matthew 

47 

boiler  maker 

2 

Constandina,  Nate 

26 

fruit  dealer 

McBride,  Asa  A. 

47 

wood  molder 

3 

McBride,  Herbert 

25 

clerk 

3 

Cunningham,  Howard 

22 

garage 

3 

Verris,  George 

36 

bootblack 

3 

Nearhos,  Nick 

33 

manager 

3 

Saledas,  Louis  J. 

23 

asst.  manager 

TOWNSEND 

STREET 

9 

Hartwell,  Hiram  B. 

43 

draftsman 

15 

Kilgore,  George  L. 

29 

clerk 

19 

Temple,  Theron  W- 

59 

dentist 

23 

Gay,  Alexander  M. 

59 

machinist 

25 

McCarthy,  Lawrence 

53 

poHceman 

25 

McCarthy,  John 

23 

student 

10 

Blomberg,  Carl  D. 

63 

tailor 

14 

Ohnemus,  Russell  A. 

22 

student 

14 

Ohnemus,  William  E.  J.  48 

lumber  dealer 

14 

Richards,  George  S. 

78 

organ  builder 

88 
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House  No. 

Name 

Age 

Occupation 

18 

Heath,  George  B. 

44 

W.  w.  CO. 

18 

Willis,  Warwick  P. 

71 

merchant 

20 

Moore,  Ernest 

48 

expressman 

Landon,  Fred  E. 

58 

station  agent 

22 

Landon,  Eugene  P. 

36 

r.  r.  emp. 

WATER  STREET 

14 

Frazier,  Edward 

54 

carpenter 

20 

Pasqualla,  Patsy 

52 

r.  r.  emp. 

17 

Cunnare,  Patrick 

48 

laborer 

19 

Seanno,  James 

41 

U.  S.  arsenal 

WILLIAMS  STREET 

6 

Bolina,  Joseph 

laborer 

Buena,  Patrick 

on 

laborer 

8 

Camtie,  Charles 

on 

39 

laborer 

10 

Palumbo,  Pasquale 

28 

laborer 

12 

Creonte,  iony 

on 

foundry  emp. 

14 

Mosca,  Joseph 

A  O 

43 

W.    W.  CO. 

20 

Archesia,  Michael 

26 

foundry  emp. 

22 

Palumbo,  Domenic 

Ct/2 

2d 

foundry  emp. 

22 

Degista,  Mike 

29 

foundry  emp. 

24 

Cooney,  James 

41 

city  emp. 

24 

McCarthy,  John 

67 

buc.  fact,  emp 

26 

Genaro,  Tony 

on 

30 

W.  w.  CO. 

28 

Mastando,  John 

A  o 

43 

r.  r.  emp. 

28 

Palinio,  John 

46 

r.  r.  emp. 

28 

Massoula,  Domenic 

do 

r.  r.  emp. 

38 

Grecffa,  Peter 

43 

mill  hand 

40 

Sweeney,   John  E. 

47 

mill  Ti Q n f1 

IIIIIX  llctilvi. 

42 

Difura,  Joseph 

22 

foundry  emp. 

42 

Tomali,  Antonio 

25 

B.  &  M. 

42 

Grionde,  Pellegrini 

32 

r.  r.  emp. 

52 

Auria,  Vincenzo 

37 

r.  r.  emp. 

52 

Carchia,  Albenia 

27 

foundry  emp. 

11 

Rosenberg,  Edward 

41 

shoe  maker 

13 

Selkin,  Max 

34 

machinist 

rear  13 

Cain,  Martin 

70 

laborer 

13 

Cain,  John 

41 

machinist 

23 

Gugarty,  Thomas 

53 

water  dept. 

27 

Daoey,  Owen 

73 

laborer 

27 

Dacey,  William  E. 

32 

mill  emp. 

27 

Rice.  Charles  R. 

21 

roofer 

Falzioni,  Carmelo 

42 

laborer 

35 

Moria,  Girilimo 

33 

laborer 

41 

Flannery,  Thomas 

55 

water  dept. 

47 

Cusano,  Angelo  Maria 

54 

r.  r.  emp. 

47 

Romano,  Giuseppe 

22 

mill  hand 

41 

Soprano,  Joseph 

41 

r.  r.  emp. 

53 

Delacamba,  Louis 

33 

r.  r.  emp. 

55 

Murphy,  John 

49 

r.  r.  emp. 

Residence  April  1,  191'/ 


146  School 


School 

53  Williams 


O.  C. 


67  Oak 
69  Oak 


120  Felton 


CITY  OF  WALTHAM 

WARD  4 


List  of  All  Persons  Resident  in  Ward  4,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


ANDERSON  TERRACE 
House  No.  Name  Age    Occupation  Residence  April  I,  1917 


Deering,  Willis  C. 

40 

salesman 

Ward,  George  L. 

43 

teacher 

AUBURN  STREET 

14 

Smith,  William  E. 

55 

tool  maker 

16 

Cummings,  Frank 

72 

carpenter 

16 

Cummings,  W.  Irvine 

30 

civil  eng. 

18 

Putnam,  William  K. 

71 

restaurant 

20 

Patterson,  Fred  G, 

34 

W.  w.  CO. 

20 

Greene,  Henry  M. 

34 

auditor 

22 

Bennett,  Charles  I. 

65 

W.  w.  CO. 

19 

Hartley,  John  C.  jr. 

21 

salesman 

19 

Hartley,  James  E. 

25 

W.  w.  CO. 

19 

Hartley,  John  G. 

59 

W.  w.  CO. 

21 

Studholm,  Joseph  H. 

51 

E.  Howard  w.  co 

23 

Smith,  Raymond  E, 

25 

carpenter 

23 

Smith,  Edward  B. 

60 

carpenter 

AUBURN 

TERRACE 

3 

Tomlin,  Arthur  Ford 

27 

knitter 

3 

Tomlin,  Charles  H. 

38 

W.  w.  00. 

3 

Tomlin,  George 

61 

knitter 

5 

Tomlin,  J.  Albert 

24 

student 

90 


WARD  4. 


House  No.  Name  Age    Occupation  Residence  April  1,  1917 


7 

Nichols,  Albert  H. 

26 

dial  maker 

9 

Jackson,  Walter  B. 

44 

W.  w.  CO. 

8 

Carmody,  John  J, 

21 

bookkeeper 

8 

Carmody,  Cornelius  J. 

52 

r.  r.  emp. 

10 

Hansberry,  John  J. 

51 

machinist 

BEDFORD  STREET 

12 

Barlow,  James 

26 

Standard  oil 

14 

Bomengen,  Thorlaef 

33 

W.  w.  CO. 

44 

Kendrigan,  Thomas 

40 

driver 

46 

Backman,  Charles  E. 

58 

policeman 

52 

Leblanc,  Alfred  D. 

34 

shipper 

54 

McKenna,  Stephen 

45 

r.  r.  emp. 

19 

Sun 

56 

Wilson,  Greorge 

37 

W.  w.  CO. 

30 

Sun 

60 

White,  George 

30 

chauffeur 

0. 

C. 

62 

Johnson,  Carl  W. 

21 

machinist 

62 

Johnson,  Oscar  L. 

50 

W.  w.  CO. 

64 

Johnot,  Ira  E. 

61 

salesman 

66 

Brayne,  Thomas  E. 

23 

W.  w.  CO. 

66 

Smith,  John  F. 

55 

letter  carrier 

66 

Smith,  Harold  J. 

20 

student 

70 

Carpenter,  Isaac  P. 

38 

W.  w.  CO. 

72 

F'orbes,  Steward  A. 

39 

gardener 

74 

Taylor,  Wilfred  L. 

32 

harness  maker 

0.  c. 

11 

Connelly,  Edward  A. 

38 

E.  Howard  w. 

CO. 

13 

Dow,  George  0. 

36 

watch  tool  maker 

15 

Golway,  William  G. 

38 

machinist 

23 

Nolan,  Michael  P. 

41 

laborer 

25 

Johnson,  William  E. 

47 

W.  w.  CO. 

222  Brown 

43 

Bent,  John  0. 

69 

grocer 

43 

Bent,  Owen  W. 

28 

clerk 

43 

jjeuL,  i  ercivdi  jcj. 

jewel  maker 

51 

Carney,  James  E. 

30 

lineman 

51 

Carney,  Frank 

28 

IT.  S.  arsenal 

53 

Terrio,  Arthur  A. 

22 

bookkeeper 

O. 

C. 

53 

Terrio,  Albert  A. 

20 

student 

53 

Turcotte,  Louis 

27 

mechanic 

i;3 

Turcottc,  Joseph 

30 

machinist 

53 

Terrio,  J.  Nerval 

29 

musician 

53 

Terrio,  Marshall 

24 

musician 

53 

Terrio,  Alexander 

56 

blacksmith 

55 

Regan,  Thomas  F. 

38 

machinist 

57 

Regan,  Albert  E. 

29 

machinist 

57 

Regan,  John 

24 

Metz  CO. 

57 

Regan,  George  E. 

41 

printer 

63 

Royle,  Ernest 

34 

W.  w.  CO. 

65 

Driscoll,  Jeremiah  J. 

47 

laborer 

BELLEVUE  STREET 

1 

Anderson,  Frederick  F. 

46 

penc.  pntr.  co. 

^  Weeks,  Carl 

29 

buc.  fac.  emp. 

WARD  4. 


No. 

Name 

Age 

Occupation  R 

3 

Tingberg,  Carl 

34 

buc.  fac.  emp. 

3 

Johnson,  John  A. 

49 

W.  w.  CO. 

3 

Johnson,  John 

24 

E.  Howard  w.  co 

5 

Svvanson,  Charles 

35 

buc.  fac.  emp. 

5 

Anderson,  John 

42 

buc.  fac.  emp. 

5 

Anderson,  Andus 

33 

buc.  fac.  emp. 

15 

Swanson,  Arthur  J. 

27 

W.  w.  CO. 

15 

Hansen,  Arthur 

28 

contractor 

15 

Daley,  Michael 

30 

soldier 

17 

Heinstrom,  Carl  G. 

42 

machinist 

19 

Peterson,  August 

53 

fireman 

21 

Stark,  August 

39 

machinist 

Residence  April  1,  1917 

High 

O.  C. 
68  Myrtle 
4  Winthrop 


BELLEVUE  AVENUE 


1    Lagerblade,  Carl  B. 

1  Lagerblade,  Carl  C. 
2y2  Hanson,  Peter  N. 

2  Langille,  Aubrey  S. 

3  Forsythe,  William  J. 


30  grocer 

56  organ  builder 

44  W.  w.  CO. 

31  carpenter 

62  Bos.  mfg.  emp. 


BEMIS  AVENUE 

1    La  Rosee,  Hosanna        39  poHsher 
Meaney,  Martin  F. 
Wright,  Charles 
Wright,  Walter  R. 
Maguire,  Edward  M. 
Garrity,  Thomas 
Brown,  Alden  T. 


49  salesman 

50  meat  cutter 
21  chauffeur 
65  buc.  fac.  emp. 
41  milkman 
70  produce  dealer 


BOYNTON  STREET 


15 

DeVenne,  Ernest  J. 

36 

W.  w.  CO. 

17 

Macomber,  Edward  F. 

67 

carpenter 

17 

Macomber,  Walter  M. 

24 

draftsman 

19 

Ryan,  Henry  M. 

43 

r.  r,  mail  clerk 

21 

Remmel,  J.  Fred 

32 

paper  bag  mfgr. 

16 

Flannery,  Thomas  J. 

31 

cigar  dealer 

22 

Russell,  Charles  T. 

35 

W.  w.  CO. 

BROOK 

AVENUE 

9 

Gray,  William  L 

39 

machinist 

11 

Reiley,  Harold 

24 

tool  maker 

11 

Reilly,  William 

58 

carpenter 

14 

Newton,  Thomas  F. 

59 

plumber 

10 

White,  Michael 

57 

W.  w.  CO. 

BROWN'S  AVENUE 

4 

Connolly,  Patrick 

72 

teamster 

6 

Henry,  George 

52 

foreman 

8 

Martin,  Michael 

40 

laborer 

75  Harvard 

10 

Moore,  Raymond  A. 

29 

W.  w.  CO. 

O.  C. 

12 

Devane,  Patrick 

39 

gardener 

WARD  4. 


ouse  No. 

Name 

Age 

Occupation 

Residence  April  1,  l9l 

14 

Geoffrion,  Lewis  J. 

31 

foreman 

61  Myrtle 

16 

Lanigan,  John 

41 

W.  w.  CO. 

16^/4  Kenclrigan,  Thomas 

27 

gr.  wh.  CO. 

16H  Leonard,  T.  Martin 

39 

machinist 

14  Brown's  Ave. 

18 

lo 

iVic/A.voy,  r  rariK 

30 

W.  w.  CO. 

lo 

iVH,J_)I  1U.C,  iVlclLLllCW 

68 

machinist 

22  Brown's  Ave. 

1R 

A/frRrirlf     Tohn  D 

32 

clerk 

22  Brown's  Ave. 

18 

McBride,  Henry  P. 

40 

machinist 

22  Brown's  Ave. 

18 

McBride,  Frank  J. 

21 

clerk 

22  Brown's  Ave. 

Williams,  Thomas  E. 

39 

painter 

22 

Walsh,  James  G. 

20 

em.  wh.  CO. 

O.  C. 

22 

Maguire,  William 

47 

em.  wh.  CO. 

119  Felton 

24 

Campbell,  Robert 

53 

box  fact. 

26 

Charbonneau,  Joseph 

44 

cigar  maker 

17  Noonan 

15 

Grinnell,  George  H. 

36 

stable  hand 

87  Exchange 

15 

Connelly,  Martin  J. 

38 

teamster 

87  Exchange 

17 

Rogers,  John  H. 

48 

W.  w.  CO. 

19 

Gaudet,  Camille  J. 

23 

chauffeur 

104  Bacon 

19 

Lafrinere,  Maurice  O. 

21 

jewel  maker 

io 

Lafrinere,  Peter 

41 

Metz  CO. 

23 

Cox,  Edward  J. 

29 

machinist 

O.  C. 

CABOT  STREET 

12 

Johnson,  Carleton  H. 

21 

salesman 

12 

Johnson,  John  E. 

51 

leather 

12 

Johnson,  Louis  L. 

22 

salesman 

13 

Rollins,  Ralph  C. 

39 

W.  w.  CO. 

15 

Brockway,  George  W. 

37 

W.  w.  CO. 

21 

White,  Robert  L. 

36 

undertaker 

25 

Templar,  Robert  J. 

51 

foreman 

26 

Healey,  William  F. 

37 

E.  Howard  w. 

CO. 

CENTRAL  AVENUE 

19 

Roboray,  Ben 

51 

junk  collector 

CHARLES  STREET 

154 

O'Neil,  Nicholas 

32 

fireman 

172 

Jacobson,  John  E. 

40 

W.  w.  CO. 

178 

Murphy,  John  J. 

58 

teamster 

178 

Murphy,  John  A. 

22 

bookkeeper 

184 

Roberts,  Douglas  J. 

54 

barber 

186 

Roche,  Fred  F. 

25 

Am.  ex.  CO. 

188 

Greenwood,  Edward 

57 

junk  dealer 

188 

Greenwood,  James 

22 

junk  dealer 

192 

Garrigan,  William  F. 

25 

tool  maker 

192 

Hughes,  Joseph  J. 

53 

machinist 

194 

Melanson,  John  C. 

23 

enameler 

194 

Melanson,  Charles  G. 

55 

carpenter 

196 

Burgess,  Louis 

56 

carpenter 

202 

Cormier,  Clarence 

38 

St.  ry.  emp. 

202 

White,  George  E. 

54 

paper  mill 

WARD  4. 


^3 


/ 


House  No. 

Name 

Age 

204 

Robertson.  George  A. 

51 

204 

Blay.  Philip  F. 

47 

206 

Marr,  John  A. 

35 

208 

Ripley.  Benjamin  L. 

59 

212 

Warren.  Isaac  F. 

70 

234 

Kittredge.  Ray  G. 

58 

234 

Kittredge,  Albert  A. 

23 

236 

Klinberg,  Karl 

39 

109 

Vanotour,  John  H. 

51 

109 

Sullivan,  Arthur 

30 

109 

Eagan,  John  W. 

26 

113 

Goebel,  Charles  ' 

53 

113 

Belanti,  Domenico 

21 

123 

McDonald,  John  J.,  J 

r.  23 

123 

McDonald,  John  J, 

56 

125 

Rogers,  Amos 

75 

125 

Robertson,  Asa  E. 

47 

127 

Song,  L. 

42 

131 

Melaney,  Peter 

48 

131 

Gushing,  Joseph 

27 

131 

Gushing,  John 

24 

135 

Vahey,  Michael  B. 

45 

135 

Doyle,  Thomas  J. 

50 

137 

O'Neil,  Michael 

77 

137 

Mahan,  James 

39 

rear  137 

Delorey,  Frank 

73 

139 

Fitzsimmons,  Michael 

49 

141 

Yates,  Ernest 

25 

141 

Myshrall,  William  J. 

25 

143 

Sheer,  Aaron 

72 

143 

Merowitz,  Philip 

38 

145 

Goodrow,  Fred 

46 

147 

Clarke,  John  F. 

29 

167 

Backman,  Harold 

23 

167 

Backman,  Axel  G. 

53 

169 

Nugent,  Andrew  A. 

29 

173 

Salmone,  Felix  A. 

30 

173 

Salamone,  Michael 

31 

175 

Punzo,  Tony  G. 

34 

179 

Roach,  John 

47 

185 

Burke,  Arthur  J. 

26 

187 

Walsh,  Arthur  A. 

24 

195 

McCluskey,  John  J. 

53 

195 

McBride,  Edward  J. 

29 

195 

Leahan,  James  J. 

48 

195 

Leahan,  Patrick  R. 

58 

197 

Madden,  Joseph 

33 

197 

Gushing,  Daniel  F. 

31 

199 

Srevoshay,  Abraham 

27 

199 

Cushinsky,  Max 

25 

205 

Leblanc,  John 

50 

Occupation  Residence  April  I,  1917 

p.  o.  emp. 

grocer 

milkman 

machinist 

milkman 

optician 

U.  S.  service^ 

W.  w.  CO. 

carpenter 

machinist 

inspector  So.  St. 

box  maker 

florist  School 

driver 

electrician 

retired 

painter 

laundry 

laborer 

roofer 

roofer 

laundry 

letter  carrier 

laborer 

molder 

retired 

teamster 

laborer 

Metz  CO. 

tailor 

tailor 

driver 

machinist 

W.  w.  CO. 

machinist 

E.  Howard  co. 

W.  w.  CO. 

automobile 

tailor 

emery  wh.  emp. 

W.  w.  CO. 

mason 

barber 

clerk 

grocer 

grocer 

r.  r.  emp.  ' 

Hood  rubber 

salesman 

carpenter 

carpenter 


04 


WARD  4. 


House  No. 

205 
221 
225 
233 
233 
245 
245 
247 
247 
247 
249 
251 
rear  253 
rear  253 
rear  253 
rear  253 
255 
259 
271 
271 


Name  Age 

Dubinsky,  Henry  45 

Platts,    Henry   E.  54 

Nutting,  Everett  R.  35 

Silver,  Sidney  A.  61 

Mitchell,  Edward  A.  30 

Nelson,  Magnus  G.  36 

Nelson,  Victor  L.  28 

Norton,  "Clyde  R.  31 

Norton,  Carl  W.  28 

Norton,  Benjamin  F.  40 

Norton,  Charles  W.  45 

Godber,  Frank  J.  23 

Barstow,  George  A.  48 

McLaughlin,  Thomas  F.  42 

Walsh,  Matthew  39 

Barstow,  Carl  22 

Canter,  Harry  33 

Grierson,  Kenneth  B.  24 

Rogers,  Andrew  J.  60 

Sleeper,  Carlos  G.  62 


Occupation 

watchmaker 
letter  carrier 
machinist 
W.  w.  CO. 
forester 
janitor 
Metz  CO. 
paper  hanger 
painter 
painter 
photographer 
provisions 
machinist 
meat  cutter 
buc.  fac.  emp. 
student 
junk  dealer 
paper  mill 
molder 
cutter 


Residence  April  1,  I9l7 


CHARLES  STREET  AVENUE 


4 

O'Connell,  John 

77 

mason 

12 

Porter,  Earl  R. 

24 

carpenter 

12 

Porter,  Asa 

70 

carpenter 

14 

Chandonait,  Arthur 

25 

W.  W.  CO. 

14 

Comeau,  Joseph  L. 

52 

carpenter 

16 

Corbett,  James  J. 

40 

W.  w.  CO. 

16 

Leblanc,  James  D. 

49 

carpenter 

5 

King,  Michael 

64 

blacksmith 

5 

King,  James 

35 

carriage  maker 

7 

Bolton,  Arthur  G. 

35 

buc.  fac,  emp. 

11 

Borgeson,  Frank  E. 

20 

tinsmith 

111^  Proctor,  Alfred  W. 

36 

clerk 

15 

Clasby,  George  W. 

22 

machinist 

15 

Clasby,  James  F. 

34 

machinist 

17 

Devlin,  James  A. 

66 

carpenter 

CURTIS  STREET 


14 

O'Neil,  James 

53 

W.  w.  CO. 

16 

O'Neil,  Andrew  T. 

40 

meat  cutter 

16 

O'Neil,  James  H. 

43 

plumber 

20 

Frost,  John  M. 

54 

W.  w.  CO. 

20 

Riley,  Francis  J. 

40 

plumber 

32 

Sanderson,  Philip  S. 

27 

W.  w.  CO. 

141  Robbins 

34 

Jurad,  Joseph  B. 

27 

auto  repairer 

899  Main 

34 

Daisy,  Willis  H. 

45 

engineer 

899  Main 

36 

Smith,  Louis  M. 

43 

E.  Howard  w. 

CO. 

38 

Hayes,  Philip 

41 

clerk 

42 

Swanson,  John  H. 

62 

r.  r.  emp. 

44 

Bennett,  Arthur  A. 

33 

machinist 

WARD  4. 


95 


House  No. 

Name 

Age 

Occupation 

44 

Bennett,  James 

27 

machinist 

46 

Rasmusson,  Robert 

26 

E.  Howard  co. 

•  58 

Boot,  Thomas 

55 

W.  w.  CO. 

60 

Rushton,  John  W. 

59 

foreman 

60 

Roe,  L.  Scott 

44 

stock  broker 

1  n 

Frost,  Albert  T. 

46 

electrician 

25 

Vandermace,  Alex'd'r 

L.54 

electrician 

41 

Nelson,  John  L. 

55 

machinist 

/I  2 

Johnson,  Arthur 

29 

machinist 

/i  "2 

Johnson,  Ernest  S. 

35 

W.  w.  CO. 

\  2 

4o 

Johnson,  0.  Hilmer 

26 

W.  w.  CO. 

DARTMOUTH 

STREET 

4 

Ridstrom,  Herman 

58 

machinist 

6 

Ware,  Arthur  H. 

28 

W.  w.  CO. 

8 

Healey,  William  H. 

55 

W.  w,  CO. 

14 

Connolly,  John  J. 

40 

letter  carrier 

16 

Havey,  Waldo  F. 

21 

clerk 

16 

Havey,  Bernard  F. 

57 

dial  fact. 

32 

Gardner,  Melvin  A. 

36 

W.  w.  CO. 

32 

Griffin,  William  E. 

34 

W.  w.  CO. 

40 

Greeley,  Michael 

53 

city  emp. 

1 

Colpitts,  Abel  J. 

39 

plumber 

3 

Atkins,  George  E. 

34 

W.  w.  CO. 

3 

Hastings,  Robert  L. 

61 

machinist 

7 

Wilson,  Thomas  S, 

59 

undertaker 

9 

Kristenson,  Carl  O. 

20 

bookkeeper 

9 

Kristenson,  Oscar  B. 

48 

W.  w.  CO. 

13 

Hamill,  George  W. 

31 

watchmaker 

15 

Donahoe,  John  B. 

48 

policeman 

21 

Glynn,  Thomas  E. 

42 

M.  &  B.  r.  r. 

23 

Murray,  Arthur  W. 

26 

electrician 

23 

Murray,  Robert  H. 

29 

electrician 

29 

Field,  Asa  L. 

30 

W.  w.  CO. 

OK 

do 

Borgeson,  Johanes 

62 

buc.  fact,  emp 

37 

Sjostrom,  Adi  W. 

50 

Wal.  lorge  co. 

o/ 

Sjostrom,  Ernest  W. 

20 

Ames  plow  co. 

on 

Glynn,  John 

76 

clerK 

/<  1 
41 

Langill,  Gordon  E. 

22 

machinist 

A  1 

41 

Langill,  Adam 

59 

watchman 

FAIRMOUNT 

AVENUE 

15 

Cluff,  George  M. 

43 

W.  w.  CO. 

16 

Cluff,  Aaron  M. 

75 

real  estate 

25 

Worley,  John 

49 

jewel  mfgr. 

25 

Worley,  John  Leo 

24 

jewel  maker 

35 

WilHs,' Jesse  G. 

31 

W.  w.  CO. 

55 

Thompson,  Raymond  E.47 

policeman 

26 

Cobb,  Fred  R. 

54 

blacksmith 

30 

Ekwall,  John  W. 

54 

foreman 

30 

Ekwall,  George  0. 

21 

student 

34 

Ormond,  Thomas  H. 

54  V  W.  w.  CO. 

Residence  April  1,  1917 


10  Prospect  St.  Av. 


184  Chestnut 
184  Chestnut 


96 


WARD  4. 


FELTON  STREET 


I  louse  No. 

Name 

Age 

Occupation  i 

162 

Canter,  Morris 

36 

junk  dealer 

162 

Porretta,  Domenick 

37 

buc.  fac.  emp. 

162 

Dugan,  Patrick 

31 

em.  wh.  emp. 

166 

Gutterman,  Max 

57 

shoe  repairer 

166 

Mendel,  Benjamin 

36 

machinist 

168 

Gallant,  Edward 

27 

salesman 

172 

Bannon,  Edward  A. 

34 

pressman 

172 

Bannon,  Thomas 

75 

teamster 

180 

Pine,  George  F. 

68 

carpenter 

182 

Cormier,  Alfred 

31 

building  mover 

182 

Cormier,  Joseph 

23 

machinist 

184 

Cormier,  Simon  T. 

47 

building  mover 

192 

Cormier,  Henry  J. 

22 

W.  w.  CO. 

192 

Cormier,  Timothy  J. 

46 

carpenter 

194 

La  Rosee,  Albert 

23 

garage 

198 

Choosid,  Gedale 

54 

junk  dealer 

200 

Capoccia,  Tony 

30 

buc.  fac.  emp. 

216 

Connearney,  Martin 

61 

fireman 

145 

Veno,  Alfred 

40 

Metz  CO. 

147 

Robichaud,  Joseph 

35 

machinist 

149 

Keene,  John  J. 

22 

molder 

151 

Le  Vasseur,  Joseph 

37 

overseer 

157 

Rogers,  Charles  P. 

47 

foundry  emp. 

173 

Geoffrion,  Felix 

6A 

retired 

173 

Geoffrion,  Napoleon 

30 

carpenter 

173 

Leger,  Cyril  J. 

38 

car  repairer 

201 

Burman,  Max 

51 

junk  collector 

201 

Lavine,  Samuel 

39 

junk  collector 

203 

Wolf,  Israel  F. 

41 

tailor 

217 

Hyslip,  Talman  K. 

64 

grocer 

217 

Brown,  Alfred  R. 

21 

buc.  fac.  emp. 

217 

Brown,  Walter 

40 

machinist 

FERN 

STREET 

3 

Rice,  Harold  H. 

25 

brass  foundry 

5 

Daley,  William  J. 

55 

elec.  trimmer 

11 

Sweeney,  Peter  J. 

27 

lumber  yard 

11 

Sweeney,  Peter 

58 

Bos.  mfg.  CO.  ■ 

23 

McGuire,  John  J.  jr. 

24 

laundry 

23 

McGuire,  John  J. 

49 

em.  wh.  emp. 

23 

Fitzgerald,  Robert 

25 

Swift  &  CO. 

25 

Devlin,  Patrick  J.  jr. 

21 

plumber 

25 

Devlin,  Patrick  J. 

56 

mason 

6 

Ross,  John  W. 

36 

dial  fact,  emp 

8 

Mosher,  Archibald 

40 

blacksmith 

rear  12 

Noonan,  Patrick  E. 

59 

letter  carrier 

12 

Noonan,  Edward  P. 

20 

navy 

14 

Johnson,  Andrew 

43 

buc.  fac.  emp. 

14A  Magaline,  Ferdinand 

44 

tinsmith 

14B  Champion,  William  G. 

31 

W.  w.  CO. 

Residence  April  1,  191 


17  Plympton 


Brown 


WARD  4. 
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House  No. 

Name 

Age 

Occupation  Resid 

ence  April  1 , 

31 

blip     fap  PTTIT) 

-I  o 

x^dui  d,  odivi 

26 

qolfl  ipr 

18 

Laura,  Santo 

32 

barber 

20 

Parsons,  George  A, 

20 

buc  fac.  emp. 

20 

Parsons,  George 

49 

mill  hand 

.  22 

McNeil,  Edward  A. 

50 

Penc.  pntr.  co.  13 

Mechanic 

24 

O'Halleran,  Patrick 

42 

laborer 

26 

Davis,  George  C. 

79 

painter 

28 

Gillis,  Daniel 

42 

laborer 

30 

Brown,  Arthur 

28 

expressman  110 

Howard 

FISKE  AVENUE 

4 

ATparJpr  Snow 

39 

optometrist 

12 

Rnlrpr  TTlilnntlin'n 

52 

W.  w.  CO. 

14 

AlTYir»n  TrkVin 

57 

W.  w.  CO. 

16 

Rpnnett  Charles  W 

38 

W.  w.  CO. 

30 

T^P'Iqit'    Will  in  m  T 

45 

W.  w.  CO. 

40 

T'Virimjic!     TncspnVi  n 
X  llLlilldo,     U  vJoOj/ll  vx. 

58 

watchman 

82 

VsinanTt    F?r»v  O 

V  dllddi  L,  i-VU  J  w. 

35 

machinist 

31 

ATQcmn  TTptitv 
iMdoUii,   jnciii  J 

72 

jewel  maker 

43 

Sphaffpr  Gpnrs^p  W 

33 

machinist 

67 

A>i  111  |Jii  J  ,    o  uiiii  XV, 

42 

provision  dlr 

77 

TT'aliPV  Tamps 

X"  allKyJ  ,         «J  dXlXOO 

55 

bricklayer 

79 

42 

W.  w.  CO. 

79 

xvwwixc J  ,    VV  iiiidiii  o. 

40 

bookkeeper 

OLvi^V^llD,  X*  1  ClXCl  1^-/1\.  J-i. 

45 

W.  w,  CO. 

FLOYD 

STREET 

4 

Powers,  Richard  W. 

45 

buc.  fact.  emp. 

10 

Jones,  Joseph  E. 

44 

W.  w.  CO. 

20 

Flagg,  Fred  P. 

24 

chemist 

20 

Flagg,  George  A. 

21 

drug  clerk 

20 

Flagg,  Mario  A. 

61 

carriage  painter 

26 

McCarthy,  Thomas  F. 

28 

W^.  w.  CO. 

26 

McCarthy,  William  R. 

29 

salesman 

32 

Gibson,  Andrew  J. 

62 

provisions 

38 

Manning,  James  B. 

52 

molder 

38 

Manning,  Peter  F. 

49 

teamster 

38 

Walsh,  Michael  G. 

31 

E,  Howard  W.  co. 

42 

Cox,  John  F. 

30 

W.  w.  CO. 

44 

Myshrall,  Ernest  J. 

28 

painter  , 

9 

Gately,  Francis  P. 

22 

student 

9 

Gately,  John  A. 

29 

clerk 

9 

Gately,  Joseph  E. 

27 

clerk 

21 

Eastman,  Horace  E. 

61 

policeman 

29 

Willey,  Edwin  Y. 

49 

carpenter 

31 

Garfield,  Frank  I. 

45 

civil  eng. 

33 

Wormwood,  Frank  W. 

51 

trav.  salesman 

43 

Townsend,  Victor 

23 

carpenter 

GRANT  STREET 

8    Connolly,  Coleman  S.    53  machinist 


98 


House  No. 

6 
8 
10 
14 
18 
20 
22 
24 
26 


WARD  4. 

HAMMER  STREET 

Age  Occupation 


Name 

Gladen,  Gustave  38 

Shields,  Henry  J.  31 

Corcoran,  Eugene  L.  52 

Lincoln,,  Gerald  37 

Bryden,  James  L.  43 

Roesger,  Simeon  O.  37 

Anderson,  Ernest  42 

Isaacson,  Algot  A.  38 

Hart,  Frank  A.  23 


Residence  April  1.  1917 


gr.  wh.  emp. 
watchmaker 
trav.  salesman 
tool  maker 
engineer 
molder 

buc.  fact.  emp. 

painter 

tinsmith 


HARTWELL  STREET 


9 

Rogers,  James  H. 

40 

W.  w.  CO. 

9 

Rogers,  William  H. 

38 

W.  w.  CO. 

15 

Storer,  Eugene  L. 

43 

W.  w.  CO. 

17 

Gorham,  William 

65 

buc.  fact.  emp. 

17 

Smith,  Sandy  P. 

36 

buc.  fact.  emp. 

19 

Grant,  George  E. 

62 

buc.  fact.  emp. 

21 

Smith,  William  H. 

33 

fireman 

23 

Burns,  William  A. 

41 

machinist 

HARVARD  STREET 


1 

Moore,  Francis  J. 

56 

janitor 

1 

Moore,  Elbert  L. 

25 

student 

5 

Bray,  John 

46 

machinist 

7 

Kendall,  Charles  E. 

70 

jobbing 

7 

Taylor,  Charles  Kendall  20 

W.  w.  CO. 

11 

Fyfe,  John  M. 

62 

steam  fitter 

13 

Manning,  Henry  P. 

56 

city  emp. 

13 

Manning,  Henry  A. 

33 

W.  w.  CO. 

13 

Manning,  Allen 

22 

wheel  maker 

17 

Bradbury,  Melvin  Rice 

27 

student 

35 

Dusel,  Andrew 

50 

W.  w.  CO. 

35 

Smith,  Peter  F. 

36 

steam  fitter 

39 

Kelly,  Michael 

47 

foreman 

41 

Coy,  Thomas 

62 

fireman 

43 

Rooney,  Thomas  M. 

49 

em.  wh.  emp. 

45 

May,  Frank 

32 

W.  w.  CO. 

49 

Surett,  Louis 

56 

lineman 

73 

Burke,  Joseph 

27 

N.  E.  coal  CO. 

75 

Greenblatt 

21 

milkman 

75 

Greenblatt,  Arey 

45 

junk  collector 

75 

Hurley,  John 

54 

teamster 

75 

Hurley,  Michael 

21 

milkman 

77 

Belliveau,  Dominic  M. 

48 

machinist 

87 

Ingber,  Isadore 

34 

salesman 

103 

Siegel,  Simon 

46 

shoemaker 

105 

Manganello,  Lorenzo  M. 

24 

garage 

105 

Charles,  Clarence 

28 

laborer 

107 

O'Callahan,  Cornelius 

57 

engineer 

111 

Watson,  Thomas  J. 

33 

grain  mill 

44  Harvard 


WARD  4. 


99 


No. 

Name 

Age 

Occupation 

Resid 

ence 

Ill 

Higgins,  George 

33 

machinist 

115 

Palmer,  Charles 

67 

watchman 

115 

Starkey,  Howard  E. 

38 

tinsmith 

8 

Butler,  Iny  Ena 

32 

buc.  fac.  emp. 

10 

Murphy,  James 

33 

milkman 

12 

Teed,  Lawson 

24 

salesman 

12 

Joyce,  Gordon 

24 

machinist 

12 

Manning,  Ernest  R. 

28 

clerk 

14 

Andrea,  Axel  F. 

36 

minister 

16 

Flagg,  George  W. 

66 

physician 

30 

Devine,  Mark 

57 

stone  mason 

30 

Devine,  John  W. 

32 

teamster 

30 

Tierney,  Dennis 

62 

Bos.  mfg.-  CO. 

32 

Obrion,  Joseph 

29 

carpenter 

32 

Obrion,  John  J. 

25 

carpenter 

32 

Obrion,  John 

56 

laborer 

34 

Martin,  Edmund 

40 

candy  maker 

34 

Martin,  Lucian  J. 

21 

W.  w.  CO. 

36 

Fuller,  E.  Eliot 

38 

chauffeur 

36 

Behr,  Oscar 

31 

finisher 

40 

Sampson,  Thomas 

38 

Em.  wh.  emip. 

0. 

C. 

40 

McKenzie,  Colin 

70 

baker 

0. 

C. 

42 

Steede,  John 

52 

water  dept. 

44 

Parker,  Barthol-w  T. 

58 

watchmaker 

44 

Doyle,  John  P. 

33 

clerk 

46 

Veno,  Lane  J. 

34 

brake  m  an 

48 

LeBlanc,  Zoel 

47 

W.  w,  CO. 

52 

M alloy,  Thomas  J. 

23 

laborer 

52 

Malloy,  John  J. 

53 

teamster 

HARVARD  AVENUE 


7 

Lancaster,  James  J. 

40 

steam  fitter 

9 

Taylor,  Charles  W. 

21 

W.  w.  CO. 

0 

Taylor,  George  W. 

58 

r.  r.  mail  clerk 

11 

Mogan,  William 

31 

carpenter 

13 

La  Rose,  Frank 

52 

polisher 

13 

La  Rose,  James 

21 

machinist 

19 

Fenton,  William  H. 

61 

carpenter 

191/2  Eraser,  Willis  P. 

32 

civil  eng. 

21 

McElman,  Joseph  C.  H. 

62 

carpenter 

25 

Fisher,  Thomas  E. 

49 

jewel  maker 

27 

Harrington,  Thomas  F. 

64 

ry.  mail  clerk 

27 

Harrington,  Win'p  R. 

"22 

student 

29 

Skinner,  Everett  R. 

61 

W.  w.  CO. 

2 

Scanlon,  John  F. 

43 

plumber 

2 

Kelly,  John 

54 

laborer 

4 

Hastings,  Herbert  C. 

54 

driver 

6 

Dow,  Fred  E. 

44 

janitor 

rear 

16 

Whitehead,  Howarth 

58 

wool  worker 

rear 

16 

Taylor,  Samuel 

71 

Bos.  mfg.  CO. 

rear 

16 

Mason,  John  R. 

55 

bleach,  emp. 

lOO 


WARD  4. 


House  No.  Name 

rear  16  Carter,  William  T. 

16  Burke,  Fred  E. 

18  McPherson,  Archibald 

18  McPherson,  Dougald 

22  Smith,  Charles  VV. 

24  Kimball,  George  W. 

HARVARD 

4    Thompson,  William  H.  50 
4    Thompson,  Lewis  W.  21 
6    Gibbons,  John  J. 
Knopp,  Harry 
Ryan,  John  J. 
Ryan,  John  J.  jr. 
Edmunds,  William  F 
Hill,  Ralph  W. 
Hill,  Walter  J. 
Clement,  William 
Nolan,  William  F. 
Nolan,  James  A. 


8 
8 
8 
12 
14 
14 
3 
9 
9 


Age  Occupation 

61  meat  cutter 

48  purchas.  agt. 

23  telephone 

67  telephone 

70  W.  w.  CO. 

48  W.  w.  CO. 

PLACE 

W.  w.  CO. 
plumber 
plumber 
painter 
em.  wh.  emp 
molder 
policeman 
W.  w.  CO. 
clerk 
painter 
em.  wh.  emp 
water  dept. 


Residence  April  1.  1917 


HIGHLAND  STREET 


5 

Hart,  Henry  P. 

35 

machinist 

59  Maple 

5 

Hart,  John  J. 

40 

machinist 

59  Maple 

9 

Hughes,  Daniel 

48 

brakeman 

13 

Salamone,  Joseph 

39 

barber 

15 

Johnson,  Fritz 

30 

Metz  CO. 

17 

O'Brien,  Charles  J. 

60 

teamster 

17 

Mullen,  James  J. 

41 

produce 

Exchange 

17 

O'Brien,  Ernest  J. 

20 

W.  w.  CO. 

19 

Gustafson,  William 

38 

machinist 

23 

Murcott,  Thomas 

65 

W.  w.  CO. 

27 

Brady,  Joseph  J. 

68 

carpenter 

29 

Dicks,  John 

43 

Am.  vt.  mch. 

emp. 

37 

Sanderson,  John  L.  jr. 

48 

carpenter 

39 

Rogers,  John  J. 

35 

dial  fac. 

Off  South  St. 

45 

Roberts,  William  G. 

46 

carpenter 

45 

Guillotte,  Philamon 

24 

carpenter 

53 

Powers,  L.  A. 

4i5 

canoe  builder 

57 

Melanson,  Louis 

23 

tool  maker 

57 

Melanson,  Benjamin  J. 

26 

W.  w.  CO. 

57 

Melanson,  William 

25 

machinist 

59 

McCullough,  Thomas 

43 

W.  w.  CO. 

8 

Chisholm,  James  S. 

45 

iron  worker 

O.  C. 

10 

Anderson,  James  G. 

36 

grinder 

12 

Loomis,  Charles  H. 

39 

electrician 

325  School 

14 

Rohdin,  Robert  H. 

30 

W.  w.  CO. 

22 

Scimpidis,  George 

51 

E.  Howard  Co. 

22 

Gray,  Clarence  H. 

32 

W.  w.  CO. 

O.  C. 

HOPE  AVENUE 


5   Surrette,   Dominick        29   machinist  194  Felton 


WARD  4. 


loi 


House  No.  Name 

5    Surrette,  Henry 
5    Surrette,  Theotine 
Kerrigan,  John 
Flaherty,  Joseph 


Age  Occupation 

24  machinist 

21  machinist 

42  attendant 

40  attendant 

MAIN  STREET 


Residence  April  1,  1917 
194  Felton 
194  Felton 
O.  C. 
O.  C. 


790   Lyons,  Robert  L.  48 

790   MulUn,  Arthur  F.  21 

792    Sargent,  Raymond  26 

792    Record,  Charles  7fi 

802    Verner,  Harold  R.  25 

802    Tufts,  Nathan  A.  38 

802    Hill,  Philip  C.  61 

802   Taylor,  Royce  33 

802   Stickney,  Francis  G.  48 

802    Bingham,  William  H.  57 

802    Holbrook,  Bradbury  46 

806    Hennessy,  Michael  41 

808    Bell,  Charles  R.  38 

rear  812    Bacon,  Harry  W,  39 

814   Graverson,  Peter  29 

814   Graverson,  Hans  N.  42 

820    Bell,  Conrad  40 

826   Spencer,  Herbert  T.  51 

826    Fuller,  Charles  B.  43 

832    Doiron,  Placide  47 

836    Potter,  Gervaise  C.  22 

836    Potter,  Clyde  C.  48 

842    Barnes,  Frank  L.  53 

rear  844   Slamin,  James  27 

846    Lynskey,  Thomas  F.  53 

rear  848  Wheeler,  Arthur  H.  46 
852   Chamberlain,  Herbert  W.  32 

852    Wiffen,  Edward  E.  23 

854    O'Connell,  Edward  F.  41 

856    Hull,  Rea  W.  29 

856    Hull,  Joseph  65 

860   Smith,  William  F.  27 

860   Shattuck,  Clayton  42 

860    Trimmer,  Thomas  C.  54 

862    Leonard,  George  F.  36 

8761/2  Taylor,  Bert  D.  57 

876y2  Parmenter,  Leslie  33 

876y2  Norris,   Raymond  21 

876^A  Spofford,  Benj.  L.  51 

876y2Dorman,  Charles  F.  41 

876y2  Cortepulos,  Peter  27 

876y2Kong©r,  Charles  27 
880y2  Coddington,  Arthur  W.  36 

880y2A  Robinshaw,   Peter  76 

886   Caron,  Alex  52 


manager 

student  51  Farwell 

bookkeeper 

physician 

em.  wh.  emp. 

lawyer 

journalist  26  Morton 

salesman 

bank  clerk 

agent 

physician 

plumber 

physician  Main 

bookkeeper 

ins.  adjuster 

gardener 

physician 

manager 

physician 

barber  79  Charles 

machinist 

machinist 

electrician 

conductor 

furniture 

W.  w.  CO. 

W.  w.  CO. 

laborer  Trapelo  Road 

W.  w.  CO. 

salesman 

produce 

Gushing  Co. 

ed.  messenger 

W.  w.  CO. 

W.  w.  CO. 

market  118  Hammond 

E.  Howard  co. 

motor  special,  emp. 

W.  w.  CO. 

shoemaker 

shoemaker  O.  C. 

shoemaker  O.  C. 

watchmaker 
bridge  builder 
Bos.  mfg.  CO, 


102  WARD  4. 


House  No. 

Name  Age 

Occupation 

Kesidence  April  1,  IVI/ 

892 

Marshall,  James  C. 

35 

motorman 

Hammond 

892 

Marshall,  James  L. 

40 

motorman 

Hammond 

894 

Abrahamson,  Sander 

49 

janitor 

898 

Fewry,  Joseph  L. 

23 

steam  fitter 

904 

Wormwood,  Albert  F. 

82 

retired 

916 

Turner,  Wilfred  B. 

5V 

grocer 

916 

Tolman,  Mansfield 

24 

jewel  maker 

916 

Toknan,  John  A. 

51 

clerk 

916BO'Neil,  Joseph  H. 

37 

optician 

Curtis 

916AGray,  Harry  M.  • 

31 

brakeman 

Colburn,  Arthur  L. 

68 

organ  bldr. 

Martino,  Louis 

35 

buc.  fact.  emp. 

Crescent 

922 

Henderson,  Charles 

45 

mill  hand 

Crescent 

922 

Mansfield,  William  D. 

44 

W.  w.  CO. 

157  Crescent 

Bingay,   Henry  W. 

58 

W.  w.  CO. 

Mosher,  Marshall  J. 

57 

physician 

925  Main 

Burns,  Patrick 

49 

conductor 

934 

Welsh,  Fred 

30 

salesman 

936 

Corcoran,  William  E, 

27 

clerk 

936 

Corcoran,  John  A. 

20 

bookkeeper 

MORTON  STREET 

22 

Nims,  Robert  H. 

33 

r.  r.  emp. 

22 

Clifton,  Thomas 

82 

gatetender 

24 

Wallace,  Lewis  R. 

40 

r.  r.  emp. 

26 

Hill,  George  W. 

57 

conductor 

26 

Hill,  Cyril  S. 

29 

telegraph 

79 

Eccles,  George  W. 

51 

draftsman 

Lewson,  Charles  F. 

54 

engineer 

QQ 

Clifton,  Alfred  R. 

40 

W.  w.  CO. 

A1 
41 

Clifton,  Leonard  P. 

47 

station  agt. 

4/ 

Leavitt,  Everett  J. 

39 

pur.  agt. 

51 

Hayes,  Stephen  H. 

52 

conductor 

55 

Wherren,  Charles  F. 

49 

train  master 

61 

Herri ck,  James  A. 

60 

conductor 

63 

Sanger,  Chester  H. 

44 

salesman 

71 

Harris,  Charles  C. 

60 

engineer 

MUNROE 

AVENUE 

1 

Cain,  Edward 

29 

W.  w.  CO. 

3 

Perry,  Peter  J. 

52 

harness  maker 

5 

Person,  Gustave 

33 

machinist 

5 

Lunquist,  Gustave 

23 

painter 

7 

Gavin,  Thomas  F. 

55 

buc.  fact.  emp. 

NOONAN 

1  STREET 

1 

Robichaud,  Edward  T. 

42 

carpenter 

78  Central 

1 

Gaudet,  Timothy 

28 

machinist 

78  Central 

E2 

Duddy,  Michael 

70 

laborer 

E3 

Signorino,  Ferro 

46 

laborer 

3 

Landry,  Philip  L. 

54 

broker 

3 

Land»-y,  Leo  P. 

20 

clerk 

WARD  4.  103 


House  No. 

Name  Age 

Occupation 

Residence  April  1,  1917 

3 

Landry,  Alfred 

24 

E.  Howard  w. 

CO. 

3 

Leger,  Marcel 

42 

soldier 

0.  C. 

E4 

Collour,  Philip 

22 

mill  hand 

26  Williams 

E4 

Collour,  Peter 

40 

Bos.  mfg.  CO. 

26  Williams 

E5 

McDonald,  John 

40 

mason 

17  Heard 

5 

Le  Brun,  August 

45 

printer 

7 

Carney,  James  C. 

56 

city  emp. 

Bedford  St. 

E7 

Caponi,  Domenic 

48 

laborer 

E9 

Callahan,  Thomas 

26 

Hood  rubber 

9 

DiRambia,  Andrea 

31 

laborer 

11 

GeofTrion,  Theopilus  J. 

47 

grocer 

13 

Chandonoit,  Max 

87 

laborer 

Landry,  Emil 

44 

stableman 

21 

Panzero  Vincenzo 

36 

screw  factor}'- 

69  Oak 

23 

White,  Arthur  W. 

40 

machinist 

23 

Lloyd,  Frank 

38 

teamster 

23 

Floyd.  Jeremiah 

61 

screw  factory 

23 

Chambers,  John  W. 

41 

teamster 

23 

Carmine,  Juliani 

38 

foundry 

PEARL 

STREET 

1 

Curtin,  Anthony 

72 

foundry  co. 

3 

Boulton.  Charles  W. 

38 

W.  w.  CO. 

7 

Boulton,  Charles  W.  H.  64 

foreman 

7 

Boulton.  Edward  A. 

28 

watchmaker 

7 

Boulton,  Frederick  L. 

24 

shipping  clerk 

7 

Boulton.  George  W. 

26 

machinist 

15 

Riley,  Edward  C. 

29 

salesman 

15 

Riley,  Charles  F. 

56 

W.  w.  CO. 

17 

Higgins.  Harold  H. 

32 

metal  worker 

19 

Brown,  James  M. 

33 

letter  carrier 

14 

Nystrom,  Myron  P. 

26 

machinist 

16 

Lindahl.  Inengmy  P. 

61 

buc.  fac.  emp. 

18 

Ahlman,  John  T. 

50 

fireman 

rear  18 

Ahlman,  John  M. 

27 

E.  Howard  w. 

CO. 

PRATT 

AVENUE 

6 

Hoagland,  Victor 

38 

machinist 

7 

Foley,  Arthur  W. 

24 

chauffeur 

7 

Foley.  James  W. 

50 

teamster 

8 

McPherson,  Charles  A. 

42 

buc.  fac.  emp. 

10 

Kampe.  John  E. 

38 

tool  maker 

12 

McDonald,  Michael 

37 

machinist 

PROSPECT  STREET 

8 

Dent,  Carl 

55 

r.  r.  mail  clerk 

8 

Dent,  Lloyd  E. 

25 

U.  S.  arsenal 

8 

Raylman,  Edward  S. 

68 

milkman 

8 

Swanton,  John  Albert 

34 

chauffeur 

10 

Land,  Fred 

26 

painter 

10 

Carlson,  Enoch 

23 

E.  Howard  fact. 

WARD  4. 


House  No. 

Nfime 

Cjrrf^iinjifion  rxi 

12 

Dart,  Ernest 

J2 

W.  w.  CO. 

28 

Robertie,  Paul  P. 

65 

W.  w.  CO. 

30 

Warren,  Lowell  A. 

21 

soldier 

30 

Warren,  Lowell  E. 

zr'7 

67 

merchant 

Richards,  William  J. 

33 

city  emp. 

38 

Kent,  William  M. 

30 

motorman 

rear  38 

Weymouth,  Roy  L. 

23 

shipper 

40 

Crowley,  Raymond 

22 

clerk 

rear  40 

Munroe,  Allan 

33 

machinist 

40 

Crowley,  John  F. 

61 

W.  w.  CO. 

42 

Barker,  George  J. 

lumber  merchant 

42J^  Johnson,  Arthur 

46 

blacksmith 

44 

Smalley,  Richard 

r  1 

51 

buc.  fac. 

46 

Brown,  Roger  S. 

51 

machinist 

54 

Forsberg,  Ernest 

32 

W.  w.  CO. 

56 

Bent,  Edson  0. 

28 

chauffeur 

58 

Priest,  Herman  E. 

73 

retired 

66 

Hovey,  George  G. 

56 

machmist 

66 

Hovey,  Harold  D. 

21 

machinist 

66 

Tenanty,  Matthew  F. 

69 

foundry 

80 

Trider,  George  H. 

55 

W.  w.  CO. 

80 

Trider,  George  H.,  Jr. 

27 

r.  r.  mail  clerk 

94 

Morrill,  Othman  B. 

30 

carpenter 

100 

Berkenshaw,  Earl 

23 

bookkeeper 

rear  100 

Erickson.  Anders  D. 

33 

E.  How.  w.  CO. 

rear  100 

Orr,  Leo  F. 

20 

machinist 

108 

O'Neil,  John  F. 

57 

plumber 

108 

O'Neil.  William  A. 

25 

plumber 

108 

Atkins,  John  G. 

69 

watchman 

110 

Eaton,  Henry  G. 

44 

printer 

llO^Morrell.  Edward  H. 

65 

grocer 

112 

Spicer,  Fred  H. 

49 

mover 

112K- Grooms,  Nathaniel  F. 

38 

W.  w.  CO. 

116 

Wolk,  Benjamin 

25 

pattern  maker 

116 

Wolk,  Daniel 

24 

carpenter 

116 

Wolk,  Aaron 

51 

junk  dealer 

118 

Spooner,  Carl  H. 

28 

farmer 

118 

Shields,  James 

58 

painter 

118 

Shields,  James  F. 

29 

E.  Howard  co. 

130 

Hasty,  Michael  J. 

42 

W.  w.  CO.  1 

130 

Whitem,  Francis  C. 

83 

paper  mill  1 

150 

Hoagland,  Eric 

62 

buc.  fac.  emp. 

150 

Cohn,  Jacob 

42 

collector 

162 

Nussinow,  Samuel 

43 

junk 

164 

Stanton,  Edward  A. 

23 

mill  emp. 

166 

Atwood,  Alfred 

32 

molder 

168 

Turner,  Hallet  R. 

29 

laborer 

168 

Turner,  James  F. 

65 

fireman  ' 

184 

Marcou,  Lopor 

34 

shoemaker 

23 

Small,  Charles 

29 

motorman 

23 

Porter,  Lawrence  L. 

20 

machinist 

Central 
O.  C. 


17  Hartwell  St. 


34  Russell 
34  Russell 
34  Russell 


94  High 


O.  C. 


42  Floyd 


12  Highland 


205  Charles 


21  Pine 
Walnut 
Walnut 


WARD  4. 


105 


Mouse  No. 

IName 

Age 

Occupation 

Residence  April 

23 

Brown,  Robert 

50 

fireman 

0.  C. 

2.3 

Akcrson,  Arthur  O. 

30 

E.  Howard 

23 

Roughsedge,  Percy- 

27 

painter 

23 

Sharpies,  Daniel 

45 

painter 

33 

Peterson,  Jacob  J.  S. 

53 

ice  dealer 

49 

Bolton,  Ralph  E. 

23 

reed  voicer 

49 

Currier,  Arthur  M. 

66 

W.  w.  CO. 

51 

Morse,  Cyrus  A. 

61 

job  master 

51 

Totten,  Leslie  C. 

37 

cement 

5*^ 

Bowditch,  William  G. 

68 

W,  w.  CO. 

61 

I-loynd,  Joseph  B. 

35 

em.  wh.  emp. 

61 

Beatty,  James 

73 

state  p.  m. 

63 

Kierstead,  Sanford 

72 

watchman 

67 

Ames,  Herbert 

24 

machinist 

67 

Reynolds,  Raymond 

25 

vot.  mach.  co. 

0/ 

Sinclair,  William  R. 

01 

upholsterer 

75 

Doucette,  Herbert  A. 

40 

architect 

79 

McNally,  John  C. 

31 

machinist 

117 

Morrissey,  Edward  A. 

36 

bookkeeper 

117 

Morrissey,  John  W. 

51 

gardener 

123 

Mulvihill,  James  A. 

30 

policeman 

125 

Morrissey,  Merle  F, 

21 

clerk 

129 

Wong,  Lock 

44 

laundry 

PROSPECT     STREET  AVENUE 

8 

Kindred,  Walter  E. 

42 

buc.  fac.  emp. 

0.  C. 

10 

Schofield,  Russell  J. 

25 

fireman 

876>4  Main 

18 

Hassan,  Charles  M. 

35 

Gamewell  co. 

32 

Dwyer,  William  L. 

32 

electrician 

36 

Newell,  Harry  W. 

27 

Hood  rubber 

0.  C. 

38 

Lappan,  Frank  P. 

38 

nickel  plater 

Charles 

40 

Wood,  Robert 

35 

city  emp. 

40 

Johnson,  Clarence  H. 

28 

W.  w.  CO. 

259  Charles 

13 

Greenleaf,  L.  Herbert 

60 

W.  w.  CO. 

13 

Greenleaf,  Herrick 

23 

instructor 

13 

Noran,  Otto  G. 

26 

toolmaker 

0.  C. 

rear  25 

Armstrong,  James  F. 

51 

painter 

27 

Gustafson,  Gustaf 

42 

painter 

31 

Ballantyne,  Harris  R. 

34 

W.  w.  CO. 

Chester  Ave 

^1 
0 1 

Richardson,  Waldo  H. 

28 

soldier 

31 

Richardson,  Harold  B. 

25 

U.  S.  navy 

31 

Richardson,  Henry  K. 

66 

engineer 

37 

Boynton,  Clark 

21 

machinist 

20  Russell 

37 

Matthews,  Clinton  P. 

21 

machinist 

37 

Carney,  George  W. 

40 

electrician 

39 

Smith,  Seymour 

22 

W.  w.  CO. 

0.  C. 

39 

Allen,  John  L. 

34 

machinist 

RIVERVIEW 

PLACE 

Dimmell,  James  W. 

68 

laborer 

Dimmell,  E.  A.  M. 

29 

driver 

Peterson,  John 

30 

driver 

io6 


WARD  4. 


RUSSELL 


House  No. 

Name 

Age 

2 

Day,   Frank  T. 

38 

12 

Godber,  George 

76 

12 

Hayes,  Fred  K. 

53 

12 

Hayes,  Fred  W. 

29 

12 

Sullivan,  Charles  F. 

41 

12 

Sullivan,  Matthew 

37 

12 

Sullivan,  Stephen 

42 

20 

Coye,  William  F. 

35 

20 

Manning,  George  E. 

27 

24 

Rooney,  Francis  P. 

26 

32 

Dudley,  William  W.  Jr.  38 

32 

Warren,  Charles  L. 

21 

34 

Katz,  Benjamin  H. 

33 

38 

Spaulding,  Patrick  E. 

50 

40 

Sheldon,  Henry  B. 

32 

40 

Sivewright,  Francis  E.  22 

44 

Monroe,  Slade 

61 

46 

Schott,  Robert 

57 

46 

Battye,  Benjamin  S. 

36 

50 

Evans,  Thomas 

58 

50 

Phillips,  Russell  R. 

43 

50 

Hatch,  G.  O. 

55 

68 

Hagar,  Stanley 

26 

68 

Johnson,  Adolph 

^7 

70 

Rideout,  William  W. 

64 

72 

McGuinness,  Thomas 

J.59 

76 

Otis,  James  T. 

54 

rear  78 

Sanderson,  Horace  A. 

44 

78 

Malloy,  Edward  F. 

23 

78 

Malloy,  Edward  F. 

51 

78 

Mahoney,  James  C. 

49 

88 

Stromvest,  William 

31 

88 

Dolliver,  Theodore  H. 

43 

92 

Elmore,  Howard  J. 

49 

92 

Elmore,  Mark  B. 

24 

92 

Foster,  Charles  A. 

57 

94 

Bryant,  Frank  W. 

39 

94 

Bryant,  William  W. 

67 

100 

Peterson,  Howard  B. 

31 

102 

Lincoln,  Edward  R. 

39 

102 

Jones,  Rode  D. 

37 

122 

Parmenter,  Sherman  L.28 

126 

Kite,  Wilson  J. 

52 

128 

Cushman,  George  H. 

43 

13 

McCarthy,  Walter  H. 

35 

13 

McCarthy,  Thomas  H. 

67 

13 

McCarthy,  Arthur  S. 

27 

19 

Kelley,  John  B. 

56 

23 

Rines,  James  A. 

31 

23 

Gardner,  Gushing  T. 

38 

TREET 

Occupation  Residence  April  1,  1917 

manager 
retired 

Fr.  read  room 

clerk 

machinist 

machinist 

machinist 

Metz  CO. 

madbinist 

W.  w.  CO. 

watchmaker 

service  work 

junk  dealer 

buc.  fac.  emp. 

fireman 

bank  clerk 

roofer 

W.  w.  CO. 

W.  w.  CO. 

blacksmith 

roofer 

carpenter 

driver 

veg.  dealer 

W.  w.  CO. 

starter 

dial  maker 

carpenter 

salesman 

machinist 

polisher 

W.  w.  CO. 

expressman 

W.  w.  CO. 

W.  w.  CO. 

W.  w.  CO. 

N.  E.  T.  &  T.  CO. 

city  messenger 

ice  dealer 

salesman 

motorman 

Am.  crayon  co. 

W.  w.  CO. 

rubber  co. 

r.  r.  emp. 

butcher  . 
W.  w.  CO. 

livery  stable 

milkman 
millmian 


WARD  4. 
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House  No. 

Name 

Age 

Occupation 

Resi 

25 

Ames,  Adelbert 

31 

buc.  fac.  emp. 

25 

Ames,  Ray  F. 

28 

merchant 

25 

Smith,  George  M. 

32 

St.  r.  r.  CO. 

29 

Cullen,  John  J. 

47 

insurance 

29 

Cullen,  John  J.  Jr. 

22 

W,  w.  CO. 

33 

Stalford,  Thomas  J. 

52 

motorman 

33 

Leavy,  Dennis  D. 

30 

motorman 

331/2  Clancy,  Joseph  C. 

31 

salesman 

331/2  Clancy,  M.  J. 

58 

em.  wh.  emp. 

35 

Fitzpatrick,  Robert 

35 

rubber  co. 

35 

Bolton,   George  H. 

38 

mule  spinner 

37 

Dale,  Fred 

30 

E.  Howard  w. 

CO. 

39 

Hills,  Herbert  A. 

36 

jewel  maker 

41 

Hooper,  William  J. 

38 

foreman 

43 

Crouse,  Roland 

60 

caretaker 

0. 

47 

Bowers,  Thomas 

33 

manager 

69 

Brown,  Harry  H. 

29 

clerk 

69 

Brown,  Webster, 

63 

clerk 

69 

Weaver,  Stanley 

41 

fire  dept. 

71 

Walker,  Lincoln  Albert  51 

W.  w.  CO. 

71 

Latimer,  Samuel  H. 

29 

conductor 

75 

Williams,  Eben  J. 

63 

druggist 

79 

Giddings,  Frederick  C.  62 

milkman 

81 

Eldridge,  Frank  A. 

62 

W.  w.  CO. 

83 

Jennison,  A.  Leroy 

24 

printer 

85 

Butler,  Oscar  H. 

48 

foreman 

91 

Warren,  Fred 

51 

salesman 

93 

Rutter,  Robert  P. 

34 

state  house 

95 

Cady,  Roy  W. 

33 

W.  w,  CO. 

95 

Storer,  Arthur  E. 

38 

bookkeeper 

97 

Morrisette,  William  H.  44 

motorman 

99 

Colby,  Harold 

30 

W.  w.  CO. 

103 

Mosman,  Edwin  J. 

55 

bookkeeper 

107 

Hodgkins,  Leonard  A. 

41 

motorman 

SHARON  STREET 


12 

Grinnell,  David  H. 

74 

retired 

12 

Grinnell,  Stewart  F. 

28 

Metz  CO. 

14 

Herbert,  A.  Edmond 

46 

W.  w.  CO. 

16 

Stanquist,  Carl 

39 

bricklayer 

22 

Biirdette,  John  T. 

27 

E.  Howard  w. 

CO. 

22 

Larson,  Edwin  H. 

26 

watchmaker 

24 

Olsen,  Axel  F. 

48 

W.  w.  CO. 

24B 

Lindstrom,  Carl  A.  E. 

30 

machinist 

36  Hammond 

5 

Bowler,  William  P. 

43 

watchmaker 

7 

Gilson,  John 

28 

buc.  fac.  emp. 

7 

Gilson,  Owen 

66 

fireman 

9 

Robertson,  Daniel 

4^ 

conductor 

11 

Barrows,  Fred  G. 

31 

grocer 

13 

Cunniffe,  Thomas  J. 

36 

insurance 

40  Prospect 

13 

Cunniffe,  John  L. 

30 

carpenter 

io8 


WARD  4. 


House  No. 

Name 

Age 

Occupation 

15 

Wanbourg,  Paul  G. 

21 

machinist 

15 

Wanbourg,  Edward 

55 

machinist 

15 

Wanbourg,  Edward  H, 

25 

machinist 

19 

Simmons,  Richard  J. 

34 

W.  w.  CO. 

21 

Rasmusson,  Gustaf  F. 

53 

W.  w.  CO. 

21 

King,  Edward 

28 

machinist 

39 

Sousa,  George  J. 

32 

electro-plater 

41 

Powers,  John  J. 

23 

laborer 

41 

Powers,  Daniel  E. 

51 

foreman 

Residence  April  I,  1917 


169  Prospect 


SOUTH  STREET 


23 

Gallagher,   Edward  T. 

34 

E.  Howard  w.  co. 

23 

IVTiillpri    Franrit;  T 

54 

r>iib   lib  pmr> 

25 

Renton    Willard  T 

53 

"\A/    W  PO 
V  V  .    VV  •    \^\J . 

27 

Marshall,  Eouis  N. 

36 

watchmaker 

29 

Marsh    Robert  P 

i.V±<Xi  oil,     XvUUd  L     X  . 

67 

\A/    w  cc\ 

VV  .     W  .  \^\J* 

35 

IVfonahan    nrhnma<;  T 

60 

Boston  dairv  co 

37 

Riipripr  AfnanaQiiic 

JL>  Li\^llvll  ,    .TTl  Lllctlldol  Llo 

55 

wil  f  p  n  m  Irpr 

VV  dl.V'llillCI.IV.V^l 

37 

Riirhpr  Albert 

26 

r.  r.  emp. 

43 

X  Ull  V^Cll,  X-vvJ.WcllLl 

36 

mppriini  cf 

VVCllLWdLll,    J  Ollll  X-y. 

55 

^dXll  LCI 

VV  CSLiidll,    J  dlllCa 

38 

\A/^   w  pr» 
V  V  •    w . 

55 

"M'fi-iiTpll    Trvino"  l-f 

JL^IV^VVv^li,     XI  V  111^  XX. 

29 

Avatph  maker 

\\  dCV^XXXXIdXVV^X 

T  pTif     ArfViiir  FT 

26 

lllCLUl  llldii 

xvClolJclW,    J  UlJll 

34 

tnnpnim  cf 

xxidv^xxxixxo  L 

59 

M!osher  Herbert 

22 

W.    W.  CO. 

T?PorQn     AA/illiQm  T 
XVCgctll,     VVllllclIll  \-4. 

34 

niip    Tijp  pmr» 

L'Liv^.     IdV^.  CllljJ. 

61 

^aiiTiflprc     AA7i11icim  T? 
OclLillLiCl  o,      VV  ililctlil  XV. 

39 

pa  rnptif  pr 

\^<xi~  JJCllL^x 

63 

M^ellen    Franlr  T, 

XVXV^iiV^li,     X   1  CilllV  X-/. 

51 

carnentpr 

V^dX  ^V^XXLx^l 

65 

A/rartpn<;nn  Oarl 

27 

mapbinist 

XlXd\^XIXXXXoL 

71 

Peterson,  Henry 

28 

machinist 

71 

Borger,  Carl  E. 

23 

jewel  maker 

91 

McCleave,  Earl 

30 

milkman 

91 

McCleave,  Roscoe 

37 

painter 

97 

Mahoney,  William 

48 

r.  r.  emp. 

99 

Witham,  Clarence  0. 

34 

jewel  maker 

107 

Dyar,  George  F. 

65 

leather 

107 

Karsh,  Isaac 

40 

tailor 

117 

Lincoln,  John 

57 

pedler 

139 

LeBlanc,  Louis  E. 

32 

W.  w.  CO. 

rear  141 

Lowd,  Charles  B. 

40 

W.  w.  CO. 

141 

Peterson,  Oscar  R, 

46 

machinist 

141 

Sudhalter,  Nathan 

34 

provisions 

rear  141 

Anderson,  Ernest 

40 

buc.  fac.  emp. 

rear  141 

Anderson,  Carl  S. 

41 

Metz  CO. 

145 

Krinsky,  Max 

30 

painter 

145 

Strauss,  William 

31 

machinist 

145 

Laberee,  Walter 

36 

r.  r.  emp. 

151 

Kaplan,  Abraham 

33 

paper  dealer 

151 

Buckley,  John  P. 

37 

W.  w.  CO. 

151 

Resnick,  Max 

46 

tool  maker 

WARD  4. 
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House  No. 

Name  Age 

155 

v^loiign,  A.  rrank 

Oo 

157 

Anderson,  Alfred 

oo 

159 

Pollard,  Benjamin  F. 

44. 

161 

Ashness,  William 

74 

165 

Hogan,  John  W. 

oo 

165 

i-vougias,  v^iitirics  r^. 

37 

167 

Olson,  Ernest 

35 

169 

Holm,  Axel  B. 

53 

171 

Dowd,  James 

41 

171 

Faulkner,  James 

36 

211 

Bellis,  John  M. 

71 

225 

Winslow,  John  S. 

73 

227 

Vincent,  Merton  L. 

37 

229 

Shakespeare,  William 

44 

229 

Shakespeare,  William 

74 

rear  229 

Shakespeare,  Charles  E.38 

255 

Bumford,  Harrison  H. 

71 

Fitzgerald,  Edward 

48 

259 

Bingham,  Edward 

60 

457 

Burnham,  Harry  A. 

48 

475 

Dickey,  George  W. 

39 

Ridgew'd  ter. 

Newton,  Porter  L. 

53 

Ridgew'd  ter. 

Johnson,  Joseph  H. 

43 

Ridgew'd  ter. 

Zimmer,  George  J. 

46 

Ridgew'd  ter. 

Sanderson,  Arthur  J. 

26 

Ridgew'd  ter. 

Sanderson,  Albert 

46 

539 

Bartlett,  Harry  S. 

37 

539 

Burroughs,  Wallace  C. 

40 

539 

Campbell,  Thomas 

33 

*  539 

Campbell,  William 

35 

539 

Ferrick,  Henry 

36 

539 

MacCleave,  Charles 

34 

623 

Marcy,  Henry  S. 

25 

726 

Rowe,  Edgar  S. 

49 

True,  Will  B. 

61 

Howe,  George  F. 

45 

Hill,  John  W. 

25 

Hill,  William  J. 

49 

729 

Patershall,  Ross 

35 

Kngleside 

Lawson,  Olaf 

71 

Furbush,  George  W. 

59 

Furbush,  George  W.,  Jr.  23 

Colwell,  Charles  H. 

47 

728 

Howe,  Ernest  F. 

21 

218 

Hill,  Durward  W. 

47 

218 

Delano,  Samuel  S. 

60 

216 

Bergstrom,  Edward  F. 

32 

132 

Riley,  Thomas  J. 

49 

130 

Isaacson,  Arthur  O. 

34 

130 

Lawler,  James 

52 

84 

Mahoney,  William  J. 

44 

Occupation  Residence  April  1,  1917 

painter 

buc.  fac.  emp. 
painter 

suit  case  fact. 

machinist  , 

conductor 

buc.  fac.  emp. 

W.  w.  CO. 

policeman 

W.  w.  CO. 

machinist 

engineer 

printer 

machinist 

bicycle  repairer 

machinist 

retired 

coachman 

awnings 

mech.  eng. 

letterer 

milk  producer 

salesman 

organ  builder 

student 

foreman 

brakeman 

carpenter 

r.  r.  emp. 

r.  r.  emp. 

W.  w.  CO. 

Metz  CO. 

student 

engineer 

engineer 

fireman 

silk  elas.  co. 

foreman 

Hood  rubber 

gardener 

engineer 

W.  w.  CO. 

superintendent 

paper  maker 

Supt.  cem. 

foreman 

gardener 

buyer 

buc.  fac.  emp. 
machinist 
cigar  store 


I  10 


WARD  4. 


House  iNo. 

Name 

A  

Age 

LJccupation  t\ 

82 

Mahoney,  John  J. 

42 

W.  w.  CO. 

74 

Quinn,  Michael 

83 

gardener 

72 

Kelly,  William  L. 

32 

cement  tester 

TsTi^ill'VT'    Tr^lm  T 
XxCll^,   Jyjiiii  J. 

37 

watchmaker 

72 

Kelly,  Martin  S. 

26 

clerk 

72 

Kelly,  Martin  R. 

73 

gate  tender 

66 

Burnham,  Edward  K. 

47 

grain  broker 

46 

Erikson,  Oscar  C. 

46 

buc.  fac.  emp. 

72 

Engstrom,  Nils  O. 

33 

cashier 

32 

Crosby,  Norman  R. 

35 

watchmaker 

32 

Wolcott,  Oliver  L. 

30 

printer 

SUN 

STREET 

8 

Connelly,  Michael 

39 

blacksmith 

rear    8J/^  Coiighlin,  Michael  J. 

27 

E.  Howard  w.  co. 

rear    8K  Coughlin,  John  F. 

21 

buc.  fac.  emp. 

rear   8^  CoughHii,  WilHam 

54 

miason 

rear  8 

Devlin,  John  M. 

20 

machinist 

rear  8 

Devlin.  Michael  J. 

47 

mason 

10 

Simeone,  Gus 

40 

fruit  dealer 

10 

Simeone,  Gaetano 

66 

clerk 

12 

Laline,  Andrew  E. 

25 

machinist 

16 

Leger,  Zoel  F. 

63 

carpenter 

22 

Tankle,  Louis 

24 

automobiles 

22 

Tankle,  Max 

46 

junk  collector 

30 

Orifice,  Sebastian 

34 

laborer 

50 

Estal)rooks,  Ludlow 

60 

teamster 

17 

McGurl,  Myles 

24 

em.  wh.  CO. 

17 

Holland,  John 

29 

bleachery  emp. 

19 

Bourque,  Narcisse 

55 

carpenter 

21 

Swanton,  William 

44 

buc.  fac.  emp. 

SIBLEY  ROAD 

Houston,  Chas.  E. 

35 

mason 

TURNER  STREET 

2 

Brydges,  John  F. 

39 

W.  w.  CO. 

4 

Crossland,  William 

22 

W.  w.  CO. 

4 

Crossland,  Edwin 

57 

engineer 

20 

Campano,  Delano 

25 

farmer 

20 

Campano,  Ricardo 

50 

farmer 

20 

Govono,  Terso 

28 

farmer 

24 

Hoggron,  George  S. 

39 

carpenter 

28 

Rollins,  Frank  H. 

49 

r.  r.  emp. 

28 

Rollins,  Leo 

24 

machinist 

30 

Gilmore,  Harry  S. 

22 

machinist 

34 

Hunt,  Chester  L. 

34 

machinist 

36 

Allsopp,  James  J. 

37 

buc.  fac.  emp. 

36 

Allsopp,  James 

65 

fireman 

38 

Daley,  Richard  F. 

30 

machinist 

42 

Gasgarlh,  William  R. 

42 

fireman 

Residence  April  1,  191 7 


168  Felton 

135  Felton 
19  Sun 


WARD  4. 


1 1 1 


J  No. 

Name 

Age 

Occupation 

44 

Durfee,  Thomas 

39 

buc.  fac.  emp. 

48 

Buckman,   William  M. 

28 

•blacksmith 

Ho 

Cleveland,  Arthur  H. 

29 

blacksmith 

54 

Barry,  John  P. 

39 

cigar  maker 

56 

Rowe,  Elbridge  B. 

54 

W.  w.  CO. 

58 

Bennotti,  Tony- 

32 

farmer 

62 

Regan,  Thomas 

64 

r.  r.  emp. 

60 

Anderson,  Carl  E. 

47 

buc.  fac.  emp. 

64 

Gathena,  Alphonse 

49 

teamster 

VERNON  STREET 

16 

Staples,  Ralph  W. 

34 

Metz  foreman 

24 

Stearns,  Charles  E. 

49 

lawyer 

32 

Logan,  Robert  H, 

44 

artist 

40 

Dwyer,  Patrick  J. 

30 

machinist 

40 

Dwyer,  William  H. 

32 

W.  w.  CO. 

40 

Dwyer,  David  A. 

26 

painter 

44 

Nichols,  Charles  E. 

49 

janitor 

48 

Nickerson,  Arthur  E. 

31 

watchmaker 

50 

Gomstock,  William  B. 

41 

bank  clerk 

72 

Duffy,  Michael  F. 

36 

policeman 

86 

Patriquin,  John  R. 

38 

clerk 

88 

Crosby,  John  0. 

49 

motorman 

90 

Cox,  G.  William 

29 

salesman 

92 

Wescott,  Edgar  E. 

24 

W,  w.  CO. 

98 

S chaffer,  Arthur  F. 

22 

soldier 

98 

S  chaffer,  Felix 

55 

armorer 

104 

Nelson,  Berndt 

39 

W.  w.  CO. 

128 

Russell,  William  N. 

61 

clerk 

128 

Russell,  Silas  V. 

31 

W.  w.  CO. 

128 

Russell,  Leslie  A. 

22 

clerk 

138 

Behrman,  Alfred  Paul 

24 

clerk 

138 

Behrman,  Roland  A. 

28 

physician 

17 

Boland,  John  F. 

27 

conductor 

17 

INlahoney,  Frank 

27 

conductor 

19 

Wetherbee,  Lewis  S. 

35 

clerk 

19 

Wetherbee,  Henry 

66 

teamster 

21 

Giligan,  Thomas  J. 

43 

engineer 

23 

Maher,  John  J. 

48 

fireman 

23 

Maher,  Joseph  M. 

26 

buc.  fac.  emp. 

23 

Maher,  Frank  A, 

25 

driver 

25 

Lundstrom,  Harold  L. 

25 

supt. 

27 

McGoldrick,  John  M. 

22 

U.  S.  Service 

27 

McGoldrick,  Bernard 

30 

manager 

27 

McGoldrick,  William 

23 

auto  repair 

31 

Rogers,  John  B. 

G4 

paper  hanger 

31 

Rogers,  Fred  W. 

65 

paper  hanger 

41 

Dugan,  Henry  M. 

51 

E.  Howard  co. 

43 

Connors,  Thomas  H. 

55 

lather 

45 

Newell,  John  L. 

45 

buc.  fac.  emp. 

45 

Thompson,  William  A. 

26 

milkman 

Residence  April  1, 


40  Fuller 
6  Palmer 


O.  C. 


9  Middle  St.  C. 


14  Lawrence 

14  Hammer 
14  Hammer 


112 


WARD  4. 


House  No. 

iName 

Age 

Occupation 

45 

Thompson,  John  J.  Jr. 

24 

clerk 

45 

Thompon,  John  J. 

60 

buc.  fac.  emp. 

47 

Devane,  Thomas  J. 

65 

carpenter 

47 

De vane, ^Thomas  P. 

25 

stenographer 

47 

Devane,  John  F. 

27 

bookkeeper 

49 

Colligan,  Edawrd  J. 

20 

arsenal  emp. 

49 

Colligan,  William  J. 

22 

stenographer 

49 

Colligan,  Edward  J. 

57 

U.  S.  arsenal 

79 

Snell,  Timothy  H. 

30 

druffffist 

81 

Varney,  George  W. 

42 

auto  repairer 

89 

Daly,  Patrick  William  21 

inspector 

89 

Ashley,  Herbert  D. 

28 

chauffeur 

91 

Towle,  Eugene  A. 

67 

W.  w.  CO. 

93 

Howe,  Wilfred  L. 

20 

jewel  maker 

93 

Howe,  Arthur  R. 

22 

student 

93 

Howe,  Fred  R. 

55 

watchman 

VILES  COURT 

1 

Wyman,  John  H. 

70 

presser 

1 

Wyman,  George  F. 

29 

driver 

2 

Lally,  Thomas  J. 

26 

fan  fact. 

3 

Furlong,  Frank 

33 

Aletz  CO. 

3 

Budro,  Frank 

60 

r.  r.  emp. 

4 

Stearns,  Henry  O. 

69 

jobber 

6 

Adler,  William  C. 

41 

W.  w.  CO. 

Residence  April  1,  1917 

14  Hammer 
14  Hammer 


543  Main 
O.  C. 


VILLA  STREET 


31 

Baker,  George  W. 

42 

W.  w.  CO. 

Davis,  Pierce  F. 

42 

W.  w.  CO. 

Erikson,  John  A. 

46 

machinist 

Gutterson,  G.  Chester 

36 

watchmaker 

Stanley,  Henry  M. 

26 

Metz 

Brackett,  James  E. 

60 

W.  w.  CO. 

Parker,  Lewis  D. 

81 

retired 

Brackett,  Nathaniel  P. 

22 

student 

WESTON  STREET 

22, 

Warren,  Robert  A. 

25 

clerk 

22 

Warren,  George  F. 

52 

machinist 

30 

Bearce,  Fred  Raymond 

22 

piano  tuner 

30 

Bearce,  Fred  T. 

48 

tuner 

50 

Warren,  Richard 

30 

lumber 

50 

Warren,  Nathan 

80 

insurance 

98 

Foster,  Frederick  A. 

62 

collector 

140 

Booth,  Edwin  F. 

28 

Edison  light 

140 

Mackenzie,  William 

39 

Hood  rubber 

144 

Spaulding,  Henry  A. 

72 

machinist 

146 

Bullock,  Albert  W. 

45 

W.  w.  CO. 

150 

Kelly,  George  I. 

51 

clothing  dealer 

150 

Kelly,  Ramon  S. 

21 

clerk 

150 

Larcom,  Fred  A. 

63 

planing  mill 

WARD  4. 
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No. 

Name 

Age 

Occupation 

172 

Spiegelberg,  Carl  P. 

28 

manager 

172 

Spiegelberg,  Cbarles  J. 

59 

treasurer 

244 

Keating,  Maurice  G. 

39 

tel.  CO. 

Hunter,  Willie  J. 

54 

forester 

Hunter,  Willis  J. 

24 

forester 

WINTHROP  STREET 

2 

Greenway,  Thomas  W. 

32 

jewel  maker 

6 

McCloud,  Harold  A. 

29 

W^.  w.  CO. 

8 

Johnson,  Gustaf  F. 

25 

buc.  fac.  emp. 

10 

Martin  Thomas 

28 

city  emp. 

10 

Hart,  Thomas 

31 

grain  mill 

10 

Kelly,  Patrick 

41 

M.  &  B.  r.  r. 

12 

Eagan,  Peter  H. 

30 

corundum 

12 

Eagan,  John  W^. 

26 

plumber 

12 

Eagan,  Michael  J. 

54 

laborer 

16 

Cox  Thomas 

35 

W.  CO. 

16 

Sheer,  Lewis 

28 

painter 

16 

5>ninnpv  Waltpr 

\^^n.m\^jf  y      vv  ciiLv^i 

39 

W.  w.  CO. 

16 

Turner,  Charles  J. 

25 

W.  w.  CO. 

16 

White  Edward 

49 

contractor 

18 

Millar    Lewis  G. 

42 

buc.  fac.  emp. 

20 

Collett,  Richard 

30 

machinist 

22 

Cota,  Daniel  C. 

39 

mechanic 

24 

Meade,  John  W^. 

53 

foreman 

34 

Graves   Robin  C. 

48 

B.  &  M.  r.  r. 

43 

Dorion,  W^illiam  J. 

38 

metal  polisher 

3 

Chenev,  Henry  M. 

57 

W.  w.  CO. 

7 

Reynolds,  Herbert  H. 

28 

fire  escapes 

9 

Dube,  Omer 

30 

carpenter 

13 

Dugan,  John  F. 

51 

foreman 

15 

Peterson,  Charles  A. 

38 

painter 

15 

Peterson,  Samuel  J. 

28 

W.  w.  CO. 

17 

Jeanrichard,  Marius 

41 

watchmaker 

19 

Donlon,  Lawrence 

71 

farmer 

19 

Donlan,  L.  Frank 

25 

conductor 

21 

Brown,  James 

60 

buc.  fac.  emp. 

23 

Hill,  Albert  C. 

45 

machinist 

29 

McCleave,  George  J. 

24 

post  master 

29 

Reynolds,  Charles  H 

52 

painter 

33 

Mabie,  Clarence  A. 

50 

engineer 

33 

Mabie,  Guy  E. 

23 

machinist 

39 

Collins,  John  A.,  Jr. 

36 

buc.  fac.  emp. 

39 

Collins,  John  A. 

63 

city  emp. 

39 

Collins,  James  V. 

28 

r.  r.  emp. 

41 

Perrin,  James  A. 

42 

machinist 

43 

Gaudette,  Dosicle  D. 

67 

buc.  fac.  emp. 

45 

Erikson,  Oskar 

48 

buc.  fac.  emp. 

47 

Anderson,  Andrew 

65 

j  obber 

49 

Wheaton,  William 

24 

clerk 

49 

Wheaton,  Albert  D. 

65 

carpenter 

Residence  April  1,  1917 


CITY  OF  WALTHAM 

WARD  5 


List  of  All  Persons  Resident  in  Ward  5,  in  the  City  < 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917, 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


ADAMS  STREET 


House  No. 

Name 

Age 

Occupation 

Residence  April 

4 

Stanley,  Bernard  W. 

51 

W.  w.  emp. 

4 

Gardner,  S.  Frank 

26 

salesman 

0.  C. 

4 

Reed,  Raymond 

24 

W.  w.  CO. 

4 

Thompson,  John 

56 

market 

4 

Taylor,  Charles  H. 

67 

horo.  school 

4 

Smith,  Eugene  H. 

38 

real  estate 

4 

Langill,  Aubrey 

30 

carpenter 

4 

Gardner,  John  A. 

75 

retired 

4 

Blake,  Charles 

41 

W.  w.  CO. 

4 

Scribner,  H.  Norman 

57 

W.  w.  CO. 

29  Maple 

4 

Scribner,  Chester  R. 

26 

insurance 

29  Maple 

4 

Blake,  James  E. 

44 

druggist 

8 

McCarthy,  Thomas  H. 

24 

manager 

0.  C. 

8 

Fearbay,  John 

36 

W.  w.  CO. 

Chestnut 

8 

Saulnier.  Wilfred 

40 

B.  m.  CO. 

8 

Cote,  Edward 

27 

B.  m.  CO. 

8 

Walworth,  Richard 

55 

B.  m.  CO. 

0.  C. 

20 

Chambpaix,  John  B. 

36 

barber 

20 

Crawford,  Labaron  D. 

55 

contractor 

20 

Senn,  Charles 

33 

B.  m.  CO. 

0.  c. 

20 

Crawford,  K.  Fred 

23 

soldier 

20 

Crawford,  L.  Lauris 

25 

W.  w.  CO. 

22 

Shaw,  Arnold  W. 

26 

W.  w.  CO. 

WARD  5.  115 


House  No. 

Name 

Age 

Occupation 

Residence  April  1,1 91 7 

99 

ivicinning,  *jcuigt; 

27 

xj,  m.  CO. 

99 

J:  dliVtJI,    v^itllClH-C  J-*. 

57 

Tmi  toViipr 

IX  Udl'Cl 

29 

28 

B.  m.  CO. 

99 

1  Ufa  LCI  ,   X ill  dill  xi. 

56 

B  vci  CO 

99 

Xjiydiiii,  J-/,  iricu 

22 

Tanpc  "Rroo 
JdllCij  XjlOo. 

o  r 

XXl^glllo,     X  llV^llXcto 

27 

W  CO 

Bedford 

XJCLXlOl  VX 

22 

T  T  n  HpfTx^nrkrl  Paul 

\J  IILICI  W^J^vX,     XT  atlly 

20 

^V.  W.  CO 

Srvnipe 

^1  LX^.^ 

99 

T  HOP    T  pclip 

X^UI^C,  X^ColXC 

26 

W  CO 

22 

XJUWvlCll,      X  il^iiidd  V-'. 

23 

TT  Qer\7ir¥» 

KJ  ,    0.    Of^l  V  IWw 

94 

X  dgo,    VV  dittJI  0 

0  < 

VV  .  W.  CO. 

94 

T^Vl  otPfcOrfCJ  -riVlPf 
^1H_»  l/Dgl  dptllCl 

9fi 

OllClllidll,  V^llllUJll 

32 

VV  .    w .  cu. 

A9  Mvrtle 
KiLd  i\i.y  I  lie 

26 

XJldlXLy      VV  llUctlll 

35 

W  CO 

0.  c. 

26 

24 

machinist 

Pine 

9fi 

IVf  Q  TT'Vi  p++i    Ti^rci  err* 

IMdl  L.IIC  U  tl,   X  IdllCloCVJ 

38 

iiiiooiuiidi  y 

28 

Tr>Vin«;fr>np     RnHf^rf  M 

31 

W"    W  CO. 

123  Brown 
x^o  x-iiowii 

99 

TrvVi  n  cf  rvnp  Olinlrvn 
J  ^w'liiii)  u^iic,  v^iiiiuv^ii 

37 

balcer 

o  r 

32 

Pratt  William  F 

45 

f>anHv  maVpr 

V^CtllUjr  lllcXlVCl 

o  c 

^9 

V^ciilLH^ll,     XVCilliCbll  lYX. 

39 

ca  Ipcm  a  n 

octlCollldll 

Wall  Spth 

VV  dll,  OC  Ull  VJ. 

63 

TVfpfy  /-Tk 

IVXC  LZ/  CvJ. 

42 

Ayfrinnp't;'     PipVinrrl  n 

xVX^JvJllCj' J     Xvl^^lldl  IX     X  • 

44 

eta  lilp  LrppriPr 

ol/CtL^lC  IvCCj^C-l 

42 

T-Tr^Vpn  cnn  RrnpQt 
xXA_/jvdioV-/iij  jj/iii^ou 

21 

W   W  CO 

^      on  1  m  rvp  ca  T^pr 

O        L>1  LXXllLTCgd  XCl. 

42 

AnHprcon  Vipt/rr 

XHILICI  ovUlj     V  ll-'lAw'l 

20 

■m  ill    Vi  0  n  r1 
111111  lldllU. 

1Q  PViPctniit 

i«7  C/iieoxnui 

42 

T^nrnniiict    T,  Rrip 

X  Lll  11L£  Lllo  ty    X-/.    X^l  IL. 

27 

\A/  TXT 

VV  .    W .  CU. 

11  Walnut 
11   VV  dinu  L 

50 

Tom  1  i  n  <!r>n    F  0,V\flr1p«; 

X  ^lllllllowllj    X  .    v^llctl  XCo 

59 

r*a  rr^pri  tpr 
Cdl  ^JCll  LCI 

50 

Tr>mlin«;on    R  Walter 

X  V^llllllloUlly     X-/,      V  V  Cvl  LOl 

23 

iiidi^iiiiiio  U 

^0 
o\j 

T^nm  1 1  ncr»n     T-Tarrklrl  A 
X  iJllllllloL'lly    XXdlWlU.  XX. 

^4 

llldClllIllo  L 

50 

T<~>m1inc/~>n  T-Tarrvlfl 

X  ^JllllillovJllf  XXdlwlLl 

VV  .   W .  CO. 

50 

T^rimlinQnn  f^ViarlpQ 

X  wlllixiiowirj    \_^lld-i  ICo 

58 

mPTi  tpr 
v,dl  ^Cll  LCI 

58 

Kat7  ZimHpl 

35 

wt  n-c\ 
VV  .     w .  C*J. 

58 

21 

\sr  CO 

58 

Wvman  T-TiirlV)iirt. 

20 

w  CO 

o  c 

58 

25 

\A/      "^xr  r*/~i 
VV  .          .  CO. 

58 

20 

iA7     ixf  r»o 
VV  .     W .  CO. 

O  P 

58 

Maxwell    Rarl  C 

36 

w  CO 

58 

X    C1>1  XXl^l  1  l/^l  J      X   J.  CvXlXV       TV  . 

51 

1  ani  tor 

J  dill  Lwl 

68 

65 

r^l  a  r»lr  cm  1 4- n 
OldClvSllll  tli 

70 

T^i^Vipr    RHw^irH  T 

X  lol-lCl  ,      XJy  vJ.  W  cll  LX  X, 

78 

\A/        TX/  OPk 

VV  .    W .  CLf, 

72 

42 

\A/      XXT  i'V^ 
VV  .    W .  CaJ. 

72 

Downs,  George  A. 

62 

W.  w.  CO 

74 

26 

\A/     Tx^  r*o 

VV  .    W.  CLI. 

O  P 

V/.  v^. 

74 

42 

\A/     "ixy  rv^ 

V  V  .     W  .     CO . 

74 

Griffin,  Thomas 

57 

E.  Howard  co. 

78 

Arsenault,  William 

42 

painter 

78 

Banderia,  Abilia 

27 

W.  w.  CO. 

0.  c. 

■  78 

Arsenault,  William 

50 

painter 

78 

Gallant,  August 

29 

buc.  fact.  emp. 

78 

Lekel,  George 

30 

W.  w.  CO. 

o.  c. 

78 

Herbert,  Napoleon 

20 

buc.  fact.  emp. 

80 

Sherman,  Willard 

46 

sign  maker 

86 

Gilbert.  Eugene  F. 

39 

A  emp. 

WAkD  5. 


No. 

Nsine 

Age 

Occupation 

Residence  April  1,  191 7 

94 

Willey,  Unaxles  A. 

o-l 

watchmaker 

y4 

Patterson,  Charles 

VV  .   w.  CU. 

94 

Ualnan,  J  onn  ivi. 

4y 

janitor 

94 

Junkins,  Clare 

00 

watchman 

94 

Dodge,  Albert 

54 

janitor 

122 

Carr,  James  R. 

K  1 

51 

clerk 

1  O  1 

Jones,  Leland  C. 

OQ 

machinist 

1  OA 

loU 

VVnitmore,  rranx  1. 

oy 

watchmaker 

loJ 

KoiDmson,  JJ.  iv. 

OU 

W.  w.  CO. 

loJ 

"Carpenter,  Charles 

Oft 

machinist 

0  r 

16Z 

Lockell,  Charles 

00 

W.  w.  CO. 

oeilers,  W  1111s 

on 

W^.  w.  CO. 

1  ft 

19 

1  nur,  bimon 

00 

W.  w.  CO. 

1  Q 

unanate,  unaries 

/y 

retired 

Nolan,  James 

~(\ 

barber 

0  c 

1  ft 
ly 

Wilson,  George 

oo 

B.  m.  CO. 

Young,  Edward  M 

DO 

W.  w.  CO. 

21 

DunJciee,  ej\i 

0 1 

81 

retired 

,oi 

Willard,  Joseph 

Oft 

machinist 

Smith,  John 

Q  r 
60 

foundry 

oc 

25 

Urpin,  Faul  u. 

50 

restaurant 

25 

Cox,  John 

O/l 

clerk 

25 

Armstrong,  James 

o-l 

molder 

25 

Turner,  Joseph 

07 

27 

Metz  CO. 

25 

Draper,  John 

Metz  CO. 

25 

Doucette,  Deo 

Oft 

molder 

29 

Grant,  George 

Qfl 

oU 

druggist 

inO  M-trr+lA 

31 

Swett,  Augustine  G. 

0«J 

sewing  mach. 

31 

Sloper,  William 

JJ 

W.  w.  CO. 

n  P 

3iy2  Cunningham,  Joseph 

W.  w.  CO. 

911  Rrrvxirn 

^11  Drown 

33 

Warren,  Alfred 

AO 

oy 

jewel  setter 

47 

Carter,  Frank  L. 

/in 

W.  w.  CO. 

49 

Kilrow.,  Winfield  P. 

Jo 

molder 

51 

Bullock,  Willard  L. 

40 

salesman 

51 

Jennings,  Ransome 

21 

truckman 

61 

Doyle,  John 

60 

machinist 

61 

Lewis,  John  H. 

58 

confectioner 

61 

Cobleigh,  Charles  H. 

52 

salesman 

67 

Vinal,  Herber  C. 

45 

jewel  maker 

67 

Dixon,  W.  Leslie 

35 

chauffeur 

73 

Gallen,  Lewis 

23 

clerk 

85  Maple 

73 

Heckman,  Charles  E.  M.  36 

millwright 

/o  Alder 

75 

Pereiri,  Lawrence 

36 

B.  m.  CO. 

0  narvarQ  i  i. 

75 

Malo,  Lewis 

42 

moulder 

0.  c. 

79 

Sinclair,  John  D. 

38 

watchmaker 

87 

Whelpley,  Frank  H., 

Jr.  26 

letter  carrier 

87 

Dudley,  Frederick  F. 

58 

machinist 

103 

Libby  Ansel 

27 

watch  CO. 

103 

Libby,  Herman  G. 

27 

W.  w.  CO. 

1031/2  Allen,  Orlo  W. 

53 

E.  Howard 

107 

Bresnahan,  Michael 

27 

nurse 

0.  c. 

WARD  5. 


House  No.            Name  Age  Occupation  Residence  April  1 ,  191 7 

107  Bowen,  George  64  retired  O.  C. 

119  Hebden,  Tom  63  foreman 

121  Shaw,  Arnold  26  W.  w.  co. 

121  Fulton,  James  A.  39  steam  fitter 

123  Clement,  John  G.  48  watch  factory 

123  Greenleaf,  George  33  watch  factory 

133  Buckley,  John  J.  42  p.  o.  clerk 

135  Buckley,  William  B.  41  salesman 

135  Buckley,  Bartholomew  A.  88  agent 


ALDER  STREET 


5 

Johnson,  James  T. 

65 

retired  O 

5 

Johnson,  Robert  M. 

44 

fireman 

7 

Handrahan,  Daniel  J. 

41 

P.  0.  clerk 

7 

Balcom,  Ernest  W. 

45 

W.  w.  CO. 

7 

Lewis,  Chester  C. 

34 

jewel  maker 

13 

Smith,  Henry  F. 

48 

W.  w.  CO. 

27 

Iby,  William 

32 

painter 

27 

Wellman,  Leslie  L. 

53 

agent 

29 

Jackson,  Percy 

30 

claim  agent 

35 

Palmer,  Willard  P. 

25 

teamster 

37 

Hampden,  James 

36 

jewel  maker 

39 

Hosty,  Thomas  J. 

43 

W.  w.  CO. 

41 

Hynes,  Edward 

35 

hue.  fac.  emp. 

41 

Hynes,  John 

40 

bleachery  emp. 

41 

Hynes,  M.  Joseph 

27 

E.  Howard  Co. 

43 

Madden,  William  J. 

37 

automobiles 

45 

Dow,  James  E. 

63 

carpenter 

45 

Dow,  James  H. 

36 

plumber 

47 

Cloran,  Edward  J. 

30 

Metz  CO. 

49 

Barlow,  Herbert  Henry 

34 

W.  w.  CO. 

51 

Long,  Leslie 

34 

carpenter 

53 

Spring,  Arthur  E. 

35 

W.  w.  CO. 

53 

Langill,  Woodbury 

32 

Metz  CO. 

55 

Guranson,  Gotthert 

32 

foundry  emp. 

59 

Fairbanks,  Lloyd  J. 

37 

W.  w.  CO. 

12 

Luce,  Frank  I. 

62 

optician 

14 

Betts,  George  M. 

25 

W.  w.  CO. 

16 

Bailey,  Leslie 

31 

mechanic 

18 

Mulvey,  James  W. 

34 

clerk 

20 

Stacey,  Philemon 

60 

W.  w.  CO. 

40 

Hill,  Edgar  H. 

60 

carpenter 

46 

Upham,  Charles  L. 

48 

painter 

46 

Upham,  George  H. 

41 

W.  w.  CO. 

50 

Rogers,  William  L. 

56 

engineer 

54 

Flanagan,  Patrick  P. 

41 

carpenter 

56 

Harding,  Nathaniel 

78 

carpenter 

60 

Ellis,  C.  Errold 

33 

watch  tool  maker 

62 

Pinkham,  Charles  S, 

67 

bicycle  fact. 

t 

\ 


WARD  ^. 


/A  o  n 

STREET 

No. 

Name 

Age 

Occupation 

Residence  April 

22 

Hicks,  Cyrus  W. 

53 

W.  w.  CO. 

30 

Hornbeck,  Linn  E. 

50 

watchmaker 

36 

Kelly,  Charles  F. 

39 

dial  fact.  emp. 

o.  c- 

36 

Fraser,  Daniel 

36 

machinist 

O.  C. 

56 

Bruce,  Thomas  H. 

69 

W.  w.  CO. 

60 

Rust,  William 

34 

baker 

66 

Bills,  Arthur  D. 

49 

W.  w.  CO. 

66 

Bills,  Lewis  C. 

26 

clerk 

70 

Turner,  Charles  S. 

53 

W.  w.  CO. 

72 

Keyes,  George  I.  L. 

32 

p.  0.  emp. 

78 

Dinsmore,  Arthur  E. 

59 

W.  w.  CO. 

78 

Hamilton,  Fred 

29 

W.  w.  CO. 

OA 

oO 

Skogland,  Henry  F. 

47 

B.  M.  CO. 

80 

Skogland,  Swanter 

88 

B.  M.  CO. 

84 

Harper,  William 

71 

W.  w.  CO. 

86 

Hayden,  Charles 

55 

auto  repairer 

88 

Prescott,  William  H. 

67 

W.  w.  CO. 

Robbins 

88 

Tyler,  William 

86 

tool  maker 

90 

Coleman,  Charles  W. 

74 

retired 

96 

Horton,  George  B. 

68 

r.  r.  emp. 

96 

Horton,  Carl  B. 

35 

clerk 

BEECH  STREET 

10 

Hatch,  Max 

26 

tailor 

10 

Gurry,  Leslie 

37 

teamster 

Charles 

12 

Cohen,  Louis 

33 

barber 

28 

Sumner,  Olin  R. 

42 

painter 

oU 

Spencer,  Ralph 

23 

Metz  CO. 

O.  C. 

30 

Douglas,  Erwin 

20 

Metz^  CO. 

30 

Robbins,  Harold 

31 

clerk 

36 

Burnham,  Charles  S. 

82 

-retired 

36 

Burnham,  Charles  M. 

48 

W.  w.  CO. 

31 

Hibbard,  George  R. 

50 

W.  w.  CO. 

33 

Glancy,  Charles 

39 

carpenter 

0..  c. 

33 

Glancy,  Charles 

41 

carpenter 

35 

Olden,  Harry  C. 

29 

chauffeur 

o.  c. 

CHERRY  STREET 

24 

Dugan,  George 

26 

machinist 

24 

Doucette,  Joseph  M. 

34 

W.  w.  CO. 

24 

Bridges,  Benjamin 

35 

W.  w.  CO. 

24 

Pemit,  Louis 

30 

W.  w.  CO. 

24 

Jarry,  John 

50 

W.  w.  CO. 

o.  c. 

24 

Connors,  Patrick  J. 

37 

W.  w.  CO. 

24 

Wyman  J.  H. 

24 

W.  w.  CO. 

32 

Hughes,  William  B. 

37 

machinist 

36 

Brackett,  Leslie 

30 

W.  ^\^  CO. 

36 

Bums,  Austin  M. 

41 

b  h. 

36 

Johnson,  Joseph 

24 

W.  w.  CO 

0.  c. 

58 

Gindrat,  Norman  R. 

24 

L  C.  S. 

WARD  5. 
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No. 

Name  Age 

Occupation 

58 

Gindrat,    Daniel  A. 

66 

W.  w.  CO. 

60 

Schneider,  Charles  C. 

49 

W.  w.  CO 

641/^Ashness,  William  L. 

39 

conductor 

64 

Johnson,  Josiah  B. 

44 

W,  w.  CO. 

64 

Cossaboom,  R.  Stanley  27 

W.  w.  CO. 

68 

Urquhart,  John  H, 

44 

plumber 

74 

Eaton,  Myron  W. 

78 

W.  w.  CO. 

78 

Brooks,  George  W. 

84 

machinist 

84 

Buchan,  Percy 

37 

W,  w.  CO. 

86 

Carson,  Harry 

50 

carpenter 

90 

Bickley,  Joseph 

31 

W.  w,  CO. 

90 

Miller,  Carl  P. 

35 

meat  cutter 

21 

Miller,  William  R. 

28 

undertaker 

29 

Withrow,  Thomas  A. 

51 

carpenter 

29 

Withrow,  Roy 

20 

driver 

31 

Caswell,  Albert  E. 

21 

W.  w.  CO. 

31 

Caswell,  Henry 

23 

W.  w.  CO. 

33 

Ernst,  Harry  H. 

31 

machinist 

33 

Richard,  Ernest  H. 

24 

driver 

35 

Young,  Ernest  H. 

32 

Am.  ex.  CO. 

35 

Atkinson  Ernest 

33 

Metz  CO. 

43' 

Atkinson,  Charles  G. 

31 

carpenter 

43 

Sylvester,  Ralph  E. 

30 

W.  w.  CO. 

49 

Sibley,  Rudolph  A. 

34 

veterinary 

53 

Claflin,  Joseph  V. 

25 

W.  w.  CO. 

53 

Truesdell,  Walter  R. 

28 

Metz  CO. 

55 

Sitiles,  Elmer  W. 

41 

W.  w.  CO. 

57 

Rose,   Joseph  A. 

66 

W.  w.  CO. 

59 

Trevett  L/Ucien  H. 

58 

engineer 

63 

Crosby,  Jacob  H. 

64 

carpenter 

65 

Eaton,  Willis  D. 

65 

machinist 

69 

Hardyman,  Michael  M. 

40 

driver 

73 

Grant,  GranVille  R. 

74 

W.  w.  CO. 

TV 

Raynor,  Hanson 

52 

watchmaker 

SI 

0  L 

CaswQlJ,  Henry  ' 

23 

W.  w.  CO. 

00 

Handrahan,  Francis  J. 

38 

reporter 

83 

]\lcCloud,  John 

26 

machinist 

83 

Keith,  John  J. 

44" 

carpenter 

85 

Newton,  George  E. 

79 

watchmaker 

85 

Mayall,  Robert  E. 

43 

artist  " 

87 

Oliver,  Earl  L. 

31 

wa't  pTrmnkp'T 

87 

Fallon,  William  J. 

50 

express  agent 

89 

Miller,  Samuel 

58 

manager 

89 

Stokes,  William  W. 

35 

plumber 

93 

Pooler,  Stephen 

39 

W.  w.  CO. 

CHESTNUT 

STREET 

14 

Wright,  Andrew  M. 

49 

W.  w.  CO. 

16 

Levison,  Harry  N. 

33 

merchant 

16^  Coinson,  Edmund  J. 

51 

W.  w.  CO. 

18 

Buswell,  William  H. 

62 

W.  w.  CO. 

South 


Chestnut 
Rob  bins 


O.  C. 

166  Adams 


114  Taylor 


112  Crescent 


( 


120 


WARD  5. 


House  No. 

Name 

Age 

Occupation 

Residence  April  1,  1917 

20 

Pomroy,  Stcinlcy  E. 

27 

machinist 

36  Cherry 

20 

24 

bookkeeper 

149  Robbins 

24 

Gadboys,  Homer 

26 

Metz  CO. 

O.  C. 

24 

M  .35 

manager 

j/oisy,  n.orcicc  r\. 

40 

manager 

'  1  ^/^tn  1 1  n  c rf^n       H  ti/^r*l'i 

1  uiininbuii,  iZ/iiucii 

41 

W^.  w.  CO. 

46 

RufcTf^cc     Tnnn  A 

55 

W.  w.  CO. 

46 

^farlf    TnVin  A 

vjLclllV,    JUllH  -Ci.. 

74 

manufacturer 

64 

Clarke    Charles  F 

69 

W.  w.  CO. 

70 

29 

Stanley  auto 

CO. 

70 

T\  r"ii  1  fl^i^     rnnt"t"\7  T 
xvwLii  IV c,    1. ±cH  I  y    J  • 

33 

drug  clerk 

70 

55 

mill  emp. 

70 

66 

W.  w.  CO. 

76 

J  \J  I  L\^Jj        VV  llAlCllll  JL-/, 

43 

draftsman 

rcsr  76 

25 

jewel  maker 

O.  C. 

rc3,r  76 

26 

motorman 

O.  C. 

rca.r  76 

IVIcixwdl,  George 

47 

machinist 

76 

Henry,  Archie 

51 

carpenter 

82 

Willis,'  William  R. 

29 

W.  w.  CO. 

82 

Rowe    W^illarH  A 

25 

W.  w.  CO. 

82 

XvU  W            VVlllllCllJ.     X  . 

51 

W.  w.  CO. 

82 

34 

photographer 

82 

Wells   Leo  A 

32 

bookbinder 

82 

A/TrT^nn'r^  IH  TnVin 

XVX \^ Xy ^^lldlvl,      J  KJLlll 

58 

clerk 

82 

RnHier    Tohn  P 

XvU<.llCl,     J  Ullll     X  . 

52 

W.  w.  CO. 

82 

XV±.  V--  JL-'  W 1 1  d  J.      ,       XVi  V_  1  1 

28 

shoe  man 

82 

30 

manager 

O.  C. 

82 

TClTlP'     T;iTTlP<;  A 

50 

Am.  ex.  CO. 

82 

L.  55 

W^.  w.  CO. 

lVXV-V--dllll,     VV  lllldill 

'  42 

AA*^.  w.  CO. 

Robbins 

82 

Dolber,  John 

25 

W.  w.  CO. 

82 

V^dlXlf  J— rfVX  VV  dl  ^ 

38 

lunch  room 

82 

Griffin  Michael 

30 

clerk 

33  Spruce 

82 

Hernandez  Clemente 

32 

clerk 

90 

Ristuccia  Antonio 

38 

fruit 

90 

Ristiirria  d'uspfjnp 

34 

clerk 

90 

Cafarplla  Tnspr»n 

\_^Cl  i.  CXI  V^l  Id-j       1  V-'  o\-  IJll 

35 

fruit 

94 

Rock   William  F 

53 

billiard  hall 

94 

T^niHpaii    l~TpTirv  T 

X  1  L4.  VJ.  V'd  L«y      XX\^111  y         1  • 

25 

clerk 

96 

VV  lllldlllo^     JKJLlll  X-^, 

24 

W.  w.  CO. 

96 

T  ibbv    Fred  A 

46 

expressman 

96 

Manning,  Terence 

41 

molder 

96 

Manning,  Thomas 

36 

em.  wh.  CO. 

100 

True,  C.  F. 

45 

paper  hanger 

106 

Fuller,  Leroy  0. 

35 

machinist 

108 

Remond,  Louis 

42 

machinist 

Whitney  Ave. 

110 

Clark,  William  V. 

48 

r.  r.  emp. 

116 

Pond,  George  H. 

61 

W.  w.  CO. 

118 

Turner,  Daniel 

45 

W.  w.  CO. 

Moody 

118 

Woodford,  John  M.  W.  64 

Screw  CO. 

122 

McRae,  Joseph  K. 

39 

W.  w.  CO. 

WARD  5. 


121 


ouse  No. 

Name 

Age 

Occupation 

Residence  April  1,  1917 

124 

Barker.  George  C. 

69 

machinist 

124 

Foss.  Bernard  W. 

31 

machinist 

126 

Rollinson,  Thomas 

H.  74 

musician 

7 

Dingley.  Harold 

26 

Edison  CO. 

10  Woerd  Ave. 

7 

Hersey,  Wilmur  R. 

33 

engineer 

10  Woerd  Ave. 

9 

Holt.  Horace 

50 

cand}^  maker 

0.  C. 

9 

Worrick.  Elliot  L. 

67 

machinist 

15 

Miller,  Joseph  H. 

58 

r.  r.  emp. 

15 

Souther,  Harold 

24 

'  pattern  maker 

O.  C. 

15 

Miller,  Lewis  H. 

28 

r.  r.  emp. 

O.  C. 

•  17 

Hallett,  Raymond 

23 

em.  wh.  CO. 

17 

Brown,  Lewis 

32 

stoker 

O.  C. 

19 

Weaver,  Edward  E. 

47 

minister 

19 

Ellison,  Charles  W. 

37 

machinist 

19 

Leach,  James  P. 

60 

peric.  pntr.  co. 

39 

Geigenberger,  Willis 

H.  35 

W.  w.  CO. 

68  Adams 

41 

Cormier,  Onizine 

41 

buc.  fac.  emp. 

45 

Fisher,  Willard  Ll 

88 

retired  » 

45 

Saul,  Charles  T. 

60 

optician 

47 

Blaisdell,  WilHam  H 

52 

B.  &  A.  r.  r. 

49 

Dorr,  Frederick  H. 

53 

watchmaker 

49 

Skinner,  Ellis  L. 

69 

W.  w.  CO. 

51 

Stewart,  Robert  A. 

46 

machinist 

53 

Copson,  Edward  S. 

36 

E.  Howard  w. 

CO. 

55 

Kohl,  Fred  W. 

39 

W.  w.  CO. 

63 

Johnson,  George  L. 

49 

chief  fire  dept. 

63 

Davis,  George  A. 

69 

retired 

71 

Scribncr,  Henry  H. 

74 

druggist 

73 

Hugginson,  Uno 

23 

W.  w.  CO. 

O.  C. 

73 

Weston,  Clarence  M. 

55 

W.  w.  CO. 

75 

Barnes,  Warren  E. 

25 

milkman 

O.  C. 

75 

Concannon,  James  F. 

36 

milkman 

24A  Myrtle 

91 

Studivan,  Robert  E. 

32 

motorman 

93 

Johnson,  Harold 

25 

W.  w.  CO. 

93 

Johnson,  Charles  A. 

53 

W.  w.  CO. 

99 

Lundfelt,  Axel 

26 

machinist 

99 

Dodge,  Alvin  J. 

53 

janitor 

101 

Codding,  B.  F. 

44 

W.  w.  CO. 

105 

Sleeper,  George  E. 

50 

architect 

O.  C. 

107 

Gibson,  Vivian  F. 

20 

W.  w.  CO. 

107 

Gibson,  John 

52 

E.  Howard  w. 

:o. 

107 

Evans,  Edmond  V. 

26 

carpenter 

109 

Savage,  Walter  G. 

30 

chauffeur 

O.  C. 

109 

Pelkey,  Guy  W. 

30 

W.  w.  CO. 

111 

Winslow,  George  E. 

70 

W.  w.  CO. 

111 

Winslow,  Bernard  E. 

45 

W.  w.  CO. 

115 

Stearns,  Arba  G. 

49 

W.  vv^,  CO. 

115 

Smith,  Raymond  F. 

44 

W.  w.  CO. 

119 

Dutch,  Guy  W. 

55 

W.  w.  CO. 

119 

Armstrong,  Fred  L. 

23 

W.  w.  CO. 

Crescent 

121 

McGrath,  Ralph  M. 

22 

salesman 

122 


WARD  4. 


No. 

Name 

Age 

Occupation 

Residenoe  April 

121 

McGrath,  Patrick  F. 

46 

Metz  CO. 

121 

McGrath,  Lawrence  L. 

23 

painter 

125 

Jackson,  Atwood  J. 

67 

W.  w.  CO. 

CHESTNUT  AVENUE 

1 

Daggett,  Harry  F. 

45 

sales  stable 

1 

Gove,  Henry  M. 

73 

fruit  dealer 

2 

Mitchell,  Thonias  J. 

32 

molder 

COLBY  COURT 

4 

Ricard,  Adam 

44 

teamster 

o.  c. 

8 

Ross,  George  B. 

53 

manager 

8 

Burgess,  Joshua  J. 

48 

waiter 

CRESCENT 

STREET 

17 

Cousens,  Nicholas  W. 

53 

physician 

19 

Scale,  Frederick 

61 

W.  w.  CO. 

19 

Fairbanks,  I^enry  A. 

60 

W.  w.  CO. 

19 

Gibson,  John  F. 

30 

laundryman 

19 

Dutch,  John  S. 

69 

W.  w.  CO. 

25 

Richardson,  Albert  E. 

53 

W.  w.  CO. 

25 

Harvey,  Arthur  L. 

27 

motorman 

0.  c. 

25 

Ames,  Charles  Harvey 

61 

hotel  keeper 

25 

Balsley,  Harry 

58 

W.  w.  CO. 

29 

Strickland,  George  W. 

65 

W.  w.  CO. 

31 

Brown,   Hiram  F. 

50 

salesman 

Taylor 

31 

Morgan,  Newton 

30 

lunch  wagon 

41 

Saunders,  Theodore 

55 

W.  w.  CO. 

41 

Kendall,  Levi  J. 

86 

stable  keeper 

41 

Deering,  Sherman 

35 

driver 

0.  C. 

41 

Fox,  Percy 

26 

W.  w.  CO. 

41 

Richards,  John 

60 

machinist 

0.  C. 

41 

Davis,  Henry  0. 

50 

machinist 

49 

Blake,  George  G. 

43 

accountant 

49 

Holmes,  Edward  W. 

53 

driver 

55 

Cook,  Silas 

50 

cor.  wh.  CO. 

91  Crescent 

57 

Dougherty,  Daniel 

27 

plumber 

57 

Belile,  William 

30 

plumber 

O.  C. 

57 

Marson,  Luther 

24 

Metz 

O.  C. 

57 

Parsons,  George 

55 

W.  w.  CO. 

0.  C. 

61 

Kochingenitz,  Joseph 

31 

student 

61 

Weaver,  George  C. 

52 

W.  w.  CO. 

63 

Litchfield,  Gustavus  E. 

50 

auctioneer 

63 

Litchfield,  Eliot  K. 

26 

bookkeeper 

63 

Stanbolran,  Reuben 

25 

tinsmith 

63 

Carroll,  Lewis 

28 

mov.  pic.  op. 

0.  C. 

63 

Mahoney,  Neil 

42 

cigar  maker 

63 

Aune,  Ole  0. 

58 

mechanic 

67 

Brewer,  Bertram 

47 

city  engineer 

73 

Greene,  Elbert  L. 

39 

asst.  paymaster 

73 

Wright,  Howard  S. 

38 

salesman 

\ 


WARD  5. 


House  No.  Name  Age  Occupation 

77    Frazier,  Leonard  L,  40  W.  w.  co. 

77    Mitchell,  Joseph  E.  53  jewel  maker 

93    Bevan,  Warren  E.  22  motorman 

95    Wishart,  William  A.  62  janitor 

97   Merrill,  Joseph  B  51  bookkeeper 

99    Sampson,  Charles  E.  56  printer 

99y2  Burke,  Franklin  J.  33  overseer 

103    Judge,  Archi1>ald  C.  48  lodging  house 

103    Todd,  Alton  55  conductor 

103    Stanley,  J.  H.  22  W.  w.  co. 

103    Fowler,  James  50  W.  w.  co. 

103    Newland,  Charles  50  clerk 

103    Loomis,  Charles  64  penc,  pntr.  co. 

103    Howarth,  John  48  electrician 

107    Hall,  Henry  C.  74  druggist 

107    Turner,  Henry  A.  31  clerk 

113    Royal,  Harold  41  W.  w.  co. 

113    Snelhng,  Samuel  68  polisher 

127    Gaudet,  Joseph  48  carpenter 

127    Hoffman,  Herman  60  W.  w.  co. 

127    Hawes,  Frank  W.  24  W.  w.  co. 

127   Jenningsen,  Henry  27  machinist 

127    Freeman,  Claude  40  W.  w.  co. 

127    Logan,  Samuel  28  W.  w.  co. 

131    Hobson,  A.  Augustus  40  clergyman 

137    Lamb,  Charles  F.  79  merchant 

143    Worcester,  Thomas  L.   40  mechanic 

143   Worcester,  Edward  E.   31  W.  w.  co. 

145    FarweU,  William  B.  69  U.  S.  mail  clerk 

147A  Barry,  M.  50  W.  w.  co. 

147A  McFarrell,  Daniel  34  W.  w.  co. 

147   Small,  Sewell  21  W.  w.  co. 

147B  Homer,  Lewis  50  machinist 

149    Warren,  George  46  machinist 

151A  Tabor,  Harry  W.  30  Metz  oo 

151B  Barnes,  James  20  W.  w.  co. 

151B  Smith,  John  20  W.  w.  co. 

151BShaw,  Burton  28  roofer 

ISlAMansur,  Eugene  22  Metz  co. 

151D  Polk,  Jesse  G.  T.  41  W.  w.  co. 

153    Randle,  Charles  J.  44  jewel  setter 

159    Kellar,  Michael  25  em.  wh.  emp. 

159    Hiltz,  M.  27  buc.  fact.  emp. 

157   Belger,  M.  S.  70  buc.  fact.  emp. 

157    Belger,   Richard  38  polisher 

157    Bell,  James  G.  46  polisher 

4    Home,  Charles  68  Wal.  screw  co. 

12   Volk,  Fred  26  W.  w.  co. 

12    True,  Charles  25  Mechanic 

rear    12   Wallace,  Henry  L.  40  B.  &  M.  r.  r. 

rear    12    AntcHffe,  Elmer  P.  28  machinist 


123 

Residence  April  1,  1917 


O.  C. 


O.  C. 


Ash 
Brown 


396  Moody 


138  Crescent 
Crescent 


Brown 
O.  C. 
O.  C. 


18  Liberty 
O.  C. 

o.  c. 

Maple 


O.  C. 
O.  C. 
22  Brown 
22  Brown 


Hammond 


WARD  5. 


No. 

Name 

Age 

Occupation 

Residence  April 

14 

Babbin,  Arthur  L. 

40 

buc.  fact.  emp. 

14 

Brady,  Clarence 

23 

Hood  rubber 

53  Adams 

14 

Perkins,  Charles 

23 

mechanic 

0.  C. 

18 

Cutting,  Henry  W. 

60 

E.  Howard  w. 

CO. 

18 

Bowman,  David  E. 

53 

machinist 

O.  C. 

18 

Goddard,  Mark 

30 

W.  w.  CO. 

20 

Colburn,  John  C. 

53 

checker 

20 

Kutikon,  James 

30 

buc.  fact,  emp. 

0.  C. 

20 

Garrison,  Willis 

30 

E.  Howard  w. 

CO. 

40 

Kerrigan,  Michael 

58 

watchman 

0.  C. 

88 

Rice,  Willard  H. 

71 

blacksmith 

92 

MacCarthy,  C.  Henry 

32 

W.   w.  CO. 

104 

Hoyt,  Walter  S. 

61 

physician 

110 

O'Connor,  Joseph,  Jr. 

64 

musician 

110 

Murphy,  Patrick  T. 

59 

W.  w.  CO. 

110 

Murphy,  Arthur  J. 

22 

N.  E.  tel.  CO. 

110 

Sell,  Joseph 

42 

weaver 

0.  C. 

112 

Bowen,  Fred 

55 

molder 

O.  C. 

112 

Stambaugh,  John 

47 

molder 

0.  c. 

112 

Kenney,  George  P. 

43 

r.  r.  emp 

0.  c. 

120 

Burke,  Philip  E. 

30 

expressman 

17  Cushing 

138 

Searles,  Samuel 

25 

W.  w.  CO. 

138 

Payheur,  Victor 

25 

W.  w.  CO. 

138 

Manley,  Ira  J. 

65 

retired 

138 

Tyce,  Leroy 

41 

cemetery  dept. 

138 

Dinsmore,  0. 

24' 

carpenter 

138 

Costello,  Michael 

35 

machinist 

142 

Murray,  William 

79 

W.  w.  CO. 

150 

Plummer,  Henry 

32 

carpenter 

o.  c. 

150 

Herman,  Louis 

24 

W.  w.  CO. 

150 

Hidden,  George 

69 

W.  w.  00. 

150 

Crowe,  George  I. 

35 

navy  yard 

150 

Martin,  Orlando  L, 

67 

retired 

150 

Martin,  Shirley  A. 

42 

W.  w.  CO. 

150 

McLaughlin,  John 

47 

W.  w.  CO. 

GUSHING  STREET 

5 

Perrot,  Samuel  L. 

54 

restaurant 

5 

Veazey,  George 

45 

insurance 

5 

Papachristo,  John 

35 

weaver 

5 

McNeil,  James 

30 

clerk 

11 

Leslie,  George  F. 

62 

real  estate 

Taylor 

11 

Stearns,  John  W. 

81 

retired 

15 

Duane,  Patrick  J. 

56 

lawyer 

17 

Glynn,  Thomas 

40 

B.  m.  CO. 

Charles  St. 

19 

Everett,  Eugene  F. 

67 

W.  w.  CO. 

19 

Mahoney,  Paul  E. 

23 

united  fruit  co. 

23 

Perrott,  Luther 

50 

buc.  fac.  emp. 

23 

Ingleworth,  Eben 

78 

retired 

25 

Houde,  Eugene 

50 

mechanic 

53 

Glancy,  Robert  E. 

66 

carpenter 

WARD  5. 


125 


use  No.            Name  Age 

53  Glancey,  Warren  E.  27 

61  Aldred,  William  F.  58 

61  Aldred,  Frederick  W.  34 

6  Mollenhaiier,  Hamon  E.40 

10  Kimball.  Francis  58 

14  Coffin.  M.  65 

14  Young,  Frank  J.  35 

14  Mmm,  Philip  26 

14  Munn,  vStevvart  R.  21 

14  Munn,  William  A.  53 

14  Smith,  Leslie  A.  32 

16  St.  Jacques,  Nelson  E.  50 

14  Coleman,  John  67 

16  Brown,  John  50 

16  Winter.  Frank  48 

16  Archer,  George  F.  58 

16  Isaacson,  Charles  R.  51 

20  Weeks,  Frank  M.  65 

24  Tobey,  Frank  68 

24  Litchfield,  Bernard  N.  54 

24  Orne,  Charles  B.  56 

26ADay,  Percy  F.  27 

26B  Godfrey,  Thomas  L.  36 

28  Myshrall,  John  29 

28  Linsted,  Harry  F.  33 

28  Tanzills,  Louis  C.  32 

28  Urpin,  Paul  22 

30  Wheaton,  George  H.  57 

34  Perry,  William  P.  49 

34  Whitehead,  James  E.  25 

36  Johnson,  Charles  35 

42  Hanson,  William  C.  24 

42  Hanson,  Hans  F.  58 

46  Fawson,  Charles  J.  45 

48  Houlhan,  Edward  L.  31 

50  Doheney,  Patrick  J.  27 

52  Cormier,  Thomas  51 

56  St.  Jacques,  Lorenzo  40 

56  Hastings,  William  H.  39 

58  Nugent,  Edward  H.  37 

58  Newis,  John  J.  25 

60  Hill,  Bert  E.  34 


Occupation 

chemist 
W.  w.  CO. 
B.  m.  CO. 
merchant 
stamp  collector 
Waldorf  lunch 
Waldorf  lunch 
Metz  CO. 
clerk 

bookkeeper 
salesman 
trimmer 
laborer 
waiter 
asst.  manager       O.  C. 
carpenter 
buc.  fac.  emp. 
journalist 
W.  w.  CO. 
machinist 
W.  w.  CO. 
W.  w.  CO. 
manager 
driver 
manager 
barber 
plumber 
painter 

buc.  fac.  emp. 

shipper 

clerk 

Metz  CO. 

Stanley  auto  co. 

W.  w.  CO. 

baker 

operator 

Metz  CO. 

mechanic  O.  C. 

nurse 

laundry 

B.  m.  CO. 

W.  w.  CO.  O.  C. 


Residence  April  I,  1917 


O.  C. 

39  Pine 
10  Prospect 


GORDON  STREET 


11 

McDonald,  Charles 

34 

painter 

11 

Peters,  Walter  E. 

30 

clerk 

13 

Potter,  John  H. 

43 

clerk 

15 

Graig,  Arthur  W. 

44 

meat  cutter 

15 

Hill,  Fred  T.  G. 

57 

electrician 

15 

Read,  Otis 

22 

W.  w.  CO. 

15 

Buttrick,  Alden  H. 

34 

machinist 

126 

WARD 

5. 

Mouse  iNo. 

Name 

Age 

Occupation 

D      J            A  1 

Kesidence  April 

15 

Harrington,  George  A.  40 

painter 

23 

Conley,  Michael  F. 

53 

teamster 

20  Bolton 

23 

McAvoy,  Frank  C. 

30 

machinist 

20  Bolton 

25 

Hardy,  Henry  F. 

55 

farmer 

29 

Quinn,  Frank  E. 

27 

conductor 

17  Sun 

29 

Johnson,  Andrew 

73 

laborer 

31 

Greenwood,  Willis 

58 

machinist 

97  Central 

31 

Arsenault,  Patrick 

37 

B.  m.  CO. 

35 

Kaplan,  Walter 

41 

shoemaker 

37 

McKenzie,  Alexander 

C.75 

shoemaker 

10 

Fiorite,  Ralph 

27 

truckman 

12 

Gilland,  Frank  H. 

28 

forester 

10  Taylor 

14 

Martineau,  Eugene 

37 

barber 

O.  C. 

16 

Koch,  William  C. 

24 

weaver 

O.  C. 

20 

Demeo,  Joseph 

21 

clerk 

20 

Demeo,  Netu 

22 

buc.  fac.  emp. 

20 

Demeo,  Pasquale 

45 

clerk 

20 

Gallagher,  Frank 

Xl 
\ji 

stable  man 

20 

Lembo,  Philip 

26 

barber 

24 

Bowkman,  L.  A. 

74 

retired 

24 

Cafarella,  Joseph 

43 

fruit  store 

28 

Malloy,  John  T. 

44 

Daintfr 

CXI  11  LV^l 

30 

Leroy,  Henry  A. 

30 

buc.  fac.  emp. 

36 

Mulcahey,  Joseph  T. 

24 

clerk 

36 

Mulcahey,  Thomas  M. 

40 

lumber 

38 

Holland,  Thomas 

46 

B.  m.  CO. 

40 

Page,  James  F. 

48 

patternmaker 

44 

Mitchell,  Joseph 

.35 

steamfitter 

H  A  1  1 
n  r\  l—  L_ 

STREET. 

17 

Carr,  Charles  W. 

57 

electrician 

17 

Carr,  George  F. 

66 

janitor 

39 

nines,  George  A. 

30 

N.  E.  tel  CO. 

41 

Chisholm,  Thomas 

45 

machinist 

45  Hall 

41 

Roy,  Joseph 

59 

r.  r,  emp. 

43 

Cormier,  John 

37 

carpenter 

43 

Owen,  Fred  S. 

45 

laborer 

47 

Bowler,  Clement  F. 

24 

clerk 

•  47 

Bowler,  Leonard  A. 

23 

machinist 

47 

Bowler,  Raymond  L 

21 

druggist 

67 

Beadle,  John  M, 

43 

engineer 

79 

Monaghan,  James  P. 

39 

architect 

83 

Reed,  Fred 

52 

fireman 

83 

Leavey,  Thomas  C. 

32 

machinist 

85 

Stewart,  Chester  E. 

28 

machinist 

85 

Stewart,  Norman 

21 

student 

85 

Stewart,  Samuel  A. 

58 

machinist 

85 

Holm,  Etnest 

20 

machinist 

85 

Holm,  Thure 

21 

clerk 

87 

DeVenne,  Edward 

41 

W.  w.  CO. 

10 

Formalarie,  Felix 

24 

electrician 

0.  C. 

WARD  5. 


127 


House  No. 

Name 

Age 

Occupation 

10 

Healey,  George  F. 

36 

chauffeur 

12 

Marchetti,  Antonio 

34 

machinist 

18 

Connors,  Michael 

44 

W.  w.  CO. 

IS 

Carne3%  Michael  J. 

31 

buc.  fac.  emp. 

24 

Clavin,  Henry  C. 

40 

painter 

26 

Perry,  William  P. 

50 

inspector 

28 

Jennison,  John  M. 

57 

clerk 

28 

White,  James  C. 

46 

electrician 

281/^  Halleran,  Lawrence 

37 

yard  master 

44 

Chambers,  Gilson  R. 

47 

foreman 

44 

Lyle,  Elihu  R. 

73 

retired 

44 

Lyle,  Frederick  W. 

33 

elec.  eng. 

44 

Guyette,  Earle  H. 

26 

teamster 

46 

Powers,  James  J. 

45 

machinist 

46 

Schaufus,  August  F. 

64 

buc.  fac.  emp. 

48 

Griffin,  Henry  P. 

40 

meat  cutter 

56 

Perry,  Earle  S. 

42 

W.  w.  CO. 

56 

Wilder,  Harvey  W. 

42 

•machinist 

60 

Percell,  William  E. 

41 

machinist 

62 

^larshall,  Edward  L. 

44 

W.  w.  CO. 

64 

Teele,  Nicholas  K. 

82 

machinist 

68 

Burns,  John  J. 

29 

carpenter 

70 

GeiJing,  Fred  A. 

45 

tinsmith 

HIGH 

STREET 

14 

Locke,  George  A. 

68 

engineer 

16 

Rivett.  Albert  G. 

37 

optometrist 

16 

Sawin,  Charles  A, 

62 

W.  w.  CO. 

20 

Dunn,  Patrick  H. 

63 

retired 

20 

Dinn.  Walter 

23 

W.  w.  CO. 

20 

Skinner,  George 

61 

clerk 

22 

Ennis,  George 

62 

W.  w.  CO. 

24 

Duncan,  George  L. 

43 

buc.  fac.  emp. 

24 

Hamilton,  Clarence  E. 

40 

W.  w.  CO. 

26 

Webster,  Richard  F. 

72 

carpenter 

28^  McDougall,  Daniel 

43 

W.  w.  CO. 

28 

Clark,  Herbert  F. 

34 

W.  w.  CO. 

30 

Greenwood.  James  H. 

45 

machinist 

32 

Manzer,  Murray  S. 

40 

machinist 

34 

Emerson,  William  B. 

53 

machinist 

40 

Monaghan,  John  F. 

63 

civil  engineer 

40 

Flannery,  Edward  F. 

29 

merchant 

44 

Thompson,  John,  Jr. 

35 

W.  w.  CO. 

44 

Chadwick,  Warren  A. 

39 

grocer 

11 

Mellody,  Arthur 

•  41 

salesman 

13 

Smith,  Adricn 

50 

foreman 

13 

Stratton,  Frank 

50 

carpenter 

15 

Kett,  John  P. 

40 

dry  goods 

17 

Kierstead,  Fred  E. 

38 

meat  cutter 

19 

Wheeler,  Andrew  J. 

58 

fireman 

19 

Wheeler,  Archie  H. 

23 

soldier 

Residence  April  1,  1917 


O.  C. 


29  Highland 


70  Gardner 


2  Oak 

16  Boynton 


128 


WARD  5. 


House  No. 

Name 

Age 

Occupation 

19 

Wheeler,  Earl  R. 

25 

W.  w,  CO. 

35 

Anderson,  John  H. 

25 

carpenter 

35 

ColHns,  Roy  C. 

50 

invalid 

35 

Fiske,  Merton  C. 

39 

watchmaker 

35 

Lewis,  Wilham  1. 

.  32 

laundry 

35 

Woolner,  Ray  W. 

23 

W.  w.  CO. 

41 

Willcutt,  Everard  L. 

57 

timekeeper 

41 

Zwicker,  Charles  A. 

49 

carpenter 

43 

Winsor,  George  H. 

67 

W.  w.  CO. 

45 

Andrews,  John  E. 

54 

retired 

49 

Stevens,  George  E. 

57 

W.  w.  CO. 

53 

Ball,  Alfred  T. 

32 

newsdealer 

53 

BHss,  Charles  F. 

63 

conductor 

53 

Kiel,  George  A. 

52 

merchant 

57 

Swan,  Charles  H. 

54 

grocer 

59 

Locke,  Albert  S. 

58 

W.  w  CO. 

61 

Caswell,  Earl  F. 

34 

bank  clerk 

LOWELL  STREET 


9 

Lynch,  Henry  S. 

29 

machinist 

0 

Lynch,  George 

37 

machinist 

v^aiVciry 

1  c 
10 

Vallely,  Edward  J. 

28 

mill  hand 

1  q 

1 J 

Graves,  John 

24 

bakery 

O  C 

15 

Lesurey,  Frank 

30 

mill  hand 

O.  C. 

15 

Trudell,  Louis 

39 

mill  hand 

o.  c. 

15 

Wallace,  William  W. 

55 

buc.  fac.  emp. 

21 

Stearns,  Charles  A.,  Jr. 

54 

W.  w.  CO. 

21 

Stearns,  Louis  H, 

23 

W.  w.  CO. 

23 

Graves,  Edward  K. 

75 

retired 

o.  c. 

25 

Michaelson,  Wano 

29 

Metz 

25 

Davignon,  Arthur 

49 

clerk 

o.  c. 

25 

Erickson,  Sigold 

33 

carpenter 

0.  c. 

25 

Skrivars,  William 

27 

molder 

o.  c. 

25 

Larson,  Alexander  G. 

54 

machinist 

25 

Larson,  Eric  G. 

23 

W.  w.  CO. 

25 

Munroe,  Fred  W. 

57 

steamfitter 

41 

Chadwick,  William  E. 

39 

bleachery  emp. 

43 

Seested,  Arthur  L. 

27 

W.  w.  CO. 

112  Lowell 

61 

Larivy,  Alfred  R, 

57 

salesman 

Ash 

61 

Thomas,  Irving  L. 

56 

W,  w.  CO. 

63 

MacRae,   Manning  W. 

34 

salesman 

65 

Fawson,  George  C. 

34 

W.  w.  CO. 

67 

Jones,  Daniel  E. 

46 

printer 

69 

Mallard,  George  H. 

75 

W.  w.  CO. 

99 

Derbyshire,  Arthur  L. 

40 

W.  w.  CO. 

125 

Beckwith,  Charles  W. 

50 

U.  S.  arsenal 

O.  C. 

MAPLE  STREET 

16 

Ames,  Clifton 

39 

W.  w.  CO. 

16 

Jordan,  Malcolm 

42 

W.  w.  CO. 

16 

Haven,  Frank  H. 

50 

W.  w.  CO. 

WARD  5. 


129 


No. 

Name 

Age 

Occupation 

18 

Gate,  Charles  M. 

35 

watchmaker 

18 

Johnson,  Nathan  H. 

46 

W.  w.  CO. 

IBCHowe,  William  C. 

68 

carpenter 

22 

Fisher,  James  H. 

76 

W.  w.  CO. 

26 

Kappler,  Francis  J. 

61 

machinist 

30 

Smith,  Weld  I. 

40 

W.  w.  CO. 

56 

Rand,  Edward  E. 

24 

teacher 

56 

Burke.  J.  Arthur 

42 

reporter 

56 

Rand,  James  M. 

51 

carpenter 

62 

Gray,  Melvin  J. 

37 

clerk 

64 

Ghase,  Glarence  W. 

34 

W.  w.  CO. 

64 

Alexander,  Herbert 

21 

W.  w.  CO. 

74 

Dickey,  Orlando  H. 

48 

clerk 

86 

Graves,  Jesse 

51 

W.  w.  CO. 

86 

Walton,  Alfred  B. 

36 

clerk 

88 

Popp,  BYank 

42 

W.  w.  CO. 

88 

Wright,  Herbert  G. 

26 

W.  w.  CO. 

92 

Sawyer,  Fred  W. 

47 

W.  w.  CO. 

98 

Lawrence,  Walter  A. 

49 

physician 

19 

Batchelder,  Adolph  S. 

70 

W.  w.  CO. 

23 

Hood,  Alexander 

51 

W.  w.  CO. 

23 

Andrews,  Gharles  M. 

39 

clergyman 

25 

Lincoln,  John  A. 

54 

real  estate 

25 

Finan,  Roderick  J. 

30 

W.  w.  CO. 

29 

Bingham,  Herbert  B. 

45 

W.  w.  CO. 

31 

Bartlett,  Walter  W. 

40 

W,  w.  CO. 

35 

Busby.  Norman  E. 

21 

machinist 

35 

Rolland,  Phelps  E. 

52 

W.  w.  CO. 

35 

Russo,  Frederick 

46 

machinist 

59 

Whitten,  Rollo  P. 

30 

tool  maker 

59 

GaR<^.  Gharles  D. 

40 

carpenter 

61 

Beem,  Thomas  J. 

48 

painter 

611/^  Weymouth,  Lester  A. 

47 

W.  w.  CO. 

63 

IMacDonald,  Edward 

32 

machinist 

63 

MacDonald,  Kenneth 

68 

painter 

67 

Brown,  Gharles  W. 

62 

W.  w.  CO. 

73 

Burnett,  John  W. 

74 

retired 

75 

Ash,  Guy  N. 

25 

jeweler 

75 

Smith,  John  H. 

56 

stew^ard 

75 

Smith.  Oakley  T. 

22 

forester 

81 

Mercy,  Fred 

47 

carpenter 

81 

Richards,  William  L. 

52 

carpenter 

81 

Surrette,  Fred 

22 

buc.  fac.  emp. 

83 

Feener,  Frank  R. 

25 

W,  w.  CO. 

83C  Harrington,  Peter  W. 

39 

Metz  CO. 

85 

Eraser,  Wallace  E. 

31 

W.  w.  CO 

85B  Halpert,  Simon 

38 

paper  hanger 

85B  Mell,  Herman 

27 

Market 

87 

Wood,  Gleason 

50 

W.  w.  CO. 

89 

Lawson,  James  E. 

36 

elevator  op. 

Residence  April  1,  1917 


16  Harvard  Ave. 


O.  C. 


361  Moody 
361  Moody 


66  Pleasant 
Wellington  Gr. 


Orange 


151  Orescent 


I30 


WARD  4. 


MAPLE  TERRACE 

No. 

Name  Age 

Occupation 

Resid 

encc  April 

1 

T-Tnnt    Plintnn  F) 

51 

watchma'ker 

32 

Curtis 

3 

xjUiitcii,  vjiivei  J. 

31 

W.  w.  CO. 

3 

1  UOUIP'SOII,  Jx,  jaillcB 

38 

machinist 

2 

iliiuriuge,  vjiiviiie  vv. 

24 

machinist 

2 

lVJ.Ui  1  lb,    AUbtlil  XV. 

31 

cook 

MOODY 

STREET 

111 

Harrington,  Edward  E. 

44 

painter 

153 

Larin,  Arthur  T. 

28 

B.  m.  CO. 

153 

Chute,  Leonard 

27 

chauffeur 

O. 

C. 

163 

Granger,  Robert 

49 

bill  poster 

169 

Halpin,  Ambrose 

48 

loomfixer 

169 

Magennls,  John  F. 

58 

laborer 

185 

Bennett,  Thomas 

36 

mill  hand 

185 

McGinnis,  George 

38 

stableman 

185 

Hunter,  C,  Augustus 

58 

carpenter 

185 

Blakely,  Charles 

49 

pool  room 

185 

McGuinness,  George  A 

34 

hostler 

8  Colby  ct. 

191 

Bishop,  Garl 

46 

butcher 

197 

Champain,  Peter 

45 

laborer 

197 

Courtney,  Leo 

26 

W.  w.  CO. 

197 

Deroucher,  Joseph 

40 

B.  m.  CO. 

197 

Shaughnessy,  James 

50 

laborer 

197 

Youngstrom,  Samuel 

46 

painter 

197 

Walsh,  Christopher  Jr. 

55 

bleachery  emp.    169  Moody 

197 

Backman,  Augustus 

45 

painter 

Spruce 

201 

Bingham,  Albert  D. 

80 

watchmaker 

201 

Hoffses,  Albert  B. 

42 

W.  w.  CO. 

201 

Illingworth,  Elbridge  M.87 

retired 

23 

Gushing 

201 

Trudeau,  Joseph  A. 

60 

hardware  dealer 

213AHadley,  Cleon  F.  . 

41 

W.  w.  CO. 

213A  Cross,  Frank  C. 

38 

W.  w.  CO. 

213A  Glover,  Isaac  S. 

65 

theatre 

213A  McCollum,  S.  A. 

36 

accountant 

213 

Gavolio,  John  N. 

28 

fruit  dealer 

213 

Gavolio,  Joseph 

62 

fruit  dealer 

219 

Corrigan,  John 

59 

B.  m.  CO. 

233A  Walsh,  Peter  D. 

49 

dry  goods 

233A  Walsh,  Walter  A. 

43 

dry  goods 

239 

Donnell,  Ernest  D. 

62 

reporter 

247 

Davis,  Herbert  L. 

49 

jewel  maker 

247 

Davis,  Hiram  H. 

72 

retired 

247 

Davis,  Vivian  B. 

26 

student 

247 

Hamilton,  Clifford 

30 

E.  Howard  w. 

CO. 

249 

Melanson,  Orin 

24 

Metz  CO. 

249 

Melanson,  Thomas 

28 

Metz  CO. 

249 

Probert,  Norman 

46 

machinist 

249 

Varney,  William  H. 

64 

printer 

253 

Moschard,  Henry 

44 

machinist 

255 

Dascombe,  Otho  L. 

36 

physician 

WARD  5. 


House  No. 

Name 

Age 

Occupation 

Resid 

ence 

255 

Kezar,  Arthur 

34 

em.  wh.  emp. 

259 

Armstrong,  Chris,  J. 

43 

W.  w.  CO. 

O.  C. 

2591/2  Hayward,  Lucius  P. 

47 

boss  cutter 

265 

Mann,  Charles  H. 

88 

retired 

289 

Schwartz,  John  S. 

46 

jewel  maker 

2891/2  Roderick,  George  E. 

vV.  W.  CO. 

0. 

C. 

2891/2  Roderick,  George 

ol 

carpenter 

O. 

C. 

295 

Brigden,  George  F. 

48 

W.  w.  CO. 

299 

Jones,  Herbert  E, 

supervisor 

301 

Simmons,  PYederic  P. 

49 

optician 

305 

Maynard,  Frank  W. 

i  4 

retired 

164 

Groves,  Herbert  W. 

bo 

retired 

170 

Yee,  Pock 

30 

cook 

170 

Yee,  Tong 

50 

waiter 

O. 

C. 

170 

Yee,  Fong 

28 

cook 

170 

Wee,  Lowe 

4Z 

cook 

170 

Yee,  Toy 

Q 1 
6L 

cook 

170 

Yee,  Willie 

O  '7 

37 

clerk 

o. 

C. 

172 

Lee,  Quong 

tr  A 

54 

laundry 

176 

Form  an,  Joseph 

45 

tailor 

190 

Clare,  Peter 

^  A 

weaver 

o. 

C. 

190 

Ceyoin,  Thomas 

oO 

buc.  fac,  emp. 

190 

Riley,  Thomas 

4Z 

mill  hand 

0. 

C. 

190 

Dore,  Charles 

i  u 

mill  hand 

190 

Dyer,  Henry  P. 

c  rk 
oU 

bleachery  emp 

Pine 

190 

Donhen,  Hugh 

OO 
OO 

W.  w.  CO. 

190 

Goodrich,  John 

or> 
oU 

teamster 

190 

Dambriades,  George 

25 

tailor 

190 

Kalmatramory,  Alex 

Zo 

laborer 

190 

Goldberg,  John 

50 

clerk 

190 

Aucoin,  William 

20 

mill  hand 

190 

Cormier,  Simon 

44 

carpenter 

190 

Dorr,  Charles 

61 

B.  m.  CO. 

190 

Doucette,  Kenny 

43 

machinist 

190 

Grant,  Daniel 

32 

painter 

190 

White,  Fred 

47 

Edison  CO. 

196 

Barnes,  Bert  A. 

31 

carpenter 

198 

Carter,  George  H. 

20 

clerk 

198 

Carter,  Eugene  J. 

52 

clerk 

198 

Howe,  Leo  E. 

22 

painter 

202 

Trainor,  James 

60 

mill  hand 

204 

MacDonald,  Frank  K. 

42 

jeweler 

206 

Barnicle,  Daniel  J. 

48 

dentist 

220 

Burns,  Leroy  P. 

44 

W.  w.  CO. 

220 

Harrison,  Abraham 

31 

clerk 

220 

Hemler,  George 

57 

W.  w.  CO. 

220 

Judge,  Thomas 

41 

barber 

220 

Rockwell,  Harry  N. 

60 

fish  dealer 

220 

Sunter,  John 

39 

E.  Howard  w.  co. 

226 

Duval,  J.  Adelbert 

22 

machinist 

226 

Duval,  Narcisse 

50 

invalid 

132  WARD  5. 


House  No. 

Name  Age 

Occupation 

Residence  April  1 , 

226 

Duval,  R.  Adrien 

28 

machinist 

226 

Morrealle,  Frank 

29 

barber 

133^  Ash 

226 

Conti,  Thomas 

30 

machinist 

133^  Ash 

226 

Samontague,  Ovilas 

27 

machinist 

230 

Cafferella,  Joseph 

29 

fruit  dealer 

230 

Ristuccia,  Joseph 

35 

fruit  dealer 

230 

Ristuccia,  Tony 

32 

fruit  dealer 

234^2  Papazien,  Hatchik 

43 

photographer 

88  Charles 

234HWheaton,  Howard 

25 

W.  w.  CO. 

234^Gile,  Jason  C. 

46 

W.  w.  CO. 

236^^  Brown,  William  W. 

46 

manager 

2365^  Oliver,  Frank  S. 

56 

chief  engineer 

240 

Scott,  James 

35 

Metz  CO. 

240 

Brewer,  George  S. 

55 

clerk 

127  Crescent 

242 

Pritchard,  Charles 

39 

machinist 

242 

Davidson,  Davis 

38 

rubber  works 

242 

Crowe,  Esty 

22 

baker 

242 

Hachey,  Alfe 

28 

carpenter 

258 

Carpenter,  Frank  V. 

28 

clerk 

Chestnut 

258 

Dennen,  HolHs  E. 

56 

real  estate 

258 

Dennen,  Ralph  W. 

34 

physician 

266 

Taylor,  John  W. 

64 

v/atchman 

266 

Taylor,  Roy  A. 

34 

physician 

270 

Dent,  George 

84 

retired 

270 

Dent,  Rolland  O. 

38 

W.  w.  CO. 

272 

Irish,  Ernest  C. 

49 

auto 

272 

Johnson,  Frank 

31 

W.  w.  CO. 

280 

Vander  Wyk,  Herman 

35 

piano  tuner 

288 

Kelly,  William  H. 

23 

W.  w.  CO. 

346  Moody 

292 

Stiles,  Fred  M. 

55 

physician 

MYRTLE  STREET 

10 

Turner,  Paul  C. 

51. 

W.  w.  CO. 

10 

Rand,  Albert 

58 

W.  w.  CO. 

18 

Burnham,  Edwin  S. 

76 

pattern  maker 

22 

Dowcett,  Philip 

49 

stableman 

22 

Dowcett,  Herbert  L. 

23 

machinist 

22 

Dowcett,  Francis  J. 

21 

j  eweler 

24 

Slacke,  Arthur 

34 

tool  grinder 

Robbins 

24BNeal,  Bertram  A. 

36 

fireman 

24ATrehane,  William  R. 

26 

auto  repairer 

Taylor 

38 

Sawin,  Arthur  L.,  Jr. 

22 

bleachery  emp. 

38 

Sawin,  Arthur  L. 

44 

W.  w.  CO. 

42 

Qualters,  Thomas  S. 

26 

teamster 

44 

Sundquist,  Frederick  E. 

32 

Metz  CO. 

46 

Nelson,  John 

31 

Metz  CO. 

SO 

Larson,  Gustave  M. 

25 

Metz  CO. 

52 

Sundquist,  Ellis 

27 

W.  w.  CO. 

54 

Leport,  John  B. 

50 

meat  cutter 

54 

Tegrasse,  Stephen 

53 

chauffeur 

O.  C. 

54 

McMullen,  Thomas 

37 

carpenter 
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No. 

Name 

Age 

Occupation 

Residence  April 

54 

Mullen,  Peter 

42 

plumber 

54 

Tiittle,  George  F. 

26 

mechanic 

58 

Clement,  Harry  G. 

33 

Metz  CO. 

58 

Dexter,  Thomas  P. 

33 

machinist 

58 

Dozois,  Albert  R. 

44 

clerk 

58 

Nelson,  Eric 

28 

W.  w.  CO. 

58 

Young,  Fred  F, 

30 

chauffeur 

58 

St.  Jacques,  Herman 

E.  26 

W.  w.  CO. 

0.  C. 

62 

Blodgett,  E.  Frank 

29 

W.  w.  CO. 

62 

Smith,  Fred  W. 

54 

machinist 

Woerd  Ave. 

62 

Yeo,  Arthur 

32 

carpenter 

Main  St. 

62 

Warden,  Everett  G. 

39 

machinist 

62 

Johanson,  Harold 

36 

W.  w.  CO. 

36  Pratt  Av 

62 

Wilkie,  Frank 

28 

Metz  CO. 

62 

Bauman,  William 

35 

buc.  fac.  emp. 

Orange 

PINE  STREET 

13 

AcVitnn  \A/i'lH3m 

1  LOllLV-^ll,         VV  illlCtiil 

61 

B.  m.  CO. 

15 

xiciiicy,    A  iiiiULii_y 

50 

mr»ii1rlpr 

111V-/IX1\XV_-1 

9  Pine 

15 

72 

lunch  wagon 

107  Adams 

15 

O'Hara  Tospnh 

60 

dial  maker 

Crescent 

15 

X  lHJllljJoUll,      X  lHJlildo 

26 

f  orptna  ti 

15 

rTi  lATTi  n  PI*  Tqttk^c 
XXLl^llvlCl,    J  dlllCb 

33 

candv  makpr 

23  Pine 

15 

Huynder,  Ambus 

38 

candy  maker 

23  Pine 

15 

McClennan,  Oscar 

55 

machinist 

Crescent 

15 

York,  Leo 

32 

laundry 

0.  C. 

17 

Hinchey,  Richard 

47 

physician 

21 

Hays,  Daniel 

46 

veterinary 

29  Spruce 

21 

Washer,  Monroe 

57 

Metz  CO. 

Cherry 

21 

Lundin,  Nicholas 

53 

mechanic 

0.  C. 

21 

McNay,  Franklin 

62 

confectioner 

0.  C. 

21 

Hantis,  Costos 

26 

cook 

0.  C. 

21 

Devane,  Thomas 

26 

Metz  CO. 

21 

Sherman,  Albert  C. 

25 

Metz  CO. 

21 

Snow,  George 

24 

machinist 

21 

Forbes,  Frank 

30 

B.  m.  CO. 

23 

Callahan,  Louis 

35 

auto  repairer 

23 

Fry,  Ernest 

25 

baker 

23 

Toranto,  Felix 

25 

laborer 

23 

McKenzie,  John 

48 

chef 

0.  C. 

23 

Harrington,  Guy 

35 

actor 

0.  C. 

23 

Cameron,  James 

26 

market 

Spruce  St. 

23 

Salvatore,  Joseph 

31 

shoe  maker 

23 

Glynn,  Martin 

30 

city  emp. 

23 

Wadleigh,  Roscoe 

56 

musician 

27 

Gardner,  Edwin  W. 

62 

foreman 

27 

Gardner,  Lewis 

82 

retired 

0.  C. 

27 

Taylor,  James  Y. 

58 

engineer 

27 

Frost,  Herbert  W. 

59 

clerk 

29 

Paul,  Peter 

42 

machinist 

387  River 

29 

Casey,  William 

51 

B.  m,  CO. 
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[Name 

A  

Age 

Occupation 

31 

MacLean,  Roy  B. 

24 

electrician 

31 

Stetson,  Clarence  V. 

61 

book  binder 

39 

Como,  John  W. 

40 

meat  cutter 

39 

Doyle,  Edward 

36 

painter 

41 

Bills,  Willis  A. 

53 

agent 

43 

Tiiite,  James  A. 

40 

insurance 

47 

Coxall,  Donald 

27 

milkman 

51 

Newton,  Herbert  J. 

52 

manufacturer 

52 

Lenard,  William  L. 

30 

Metz  CO. 

53 

Healey,  George 

40 

truckman 

57 

O'Brien,  Patrick  E. 

56 

barber 

59 

Bagshaw,  J.  H. 

37 

Metz  CO. 

59 

Frazier,  Horace  W. 

21 

printer 

59 

Frazier,  William  E. 

57 

paper  hanger 

63 

Higgins,  Hugh 

50 

engineer 

63 

Neal,  Paul  L. 

23 

clerk 

65 

Whelon,  Frederick 

23 

forester 

65 

Whelon,  Patrick  D. 

52 

mason 

65 

Whelon,  John  P. 

31 

expressman 

50 

Eagan,  William  J. 

43 

city  emp. 

54 

Leblanc,  Dominick 

40 

buc.  fac.  emp. 

56 

Fallon,  Thomas  H. 

44 

bleachery  emp 

62 

Chisholm,  John  T. 

48 

lineman 

Residence  April  1,  1917 


16  Gushing 


SPRUCE  STREET 


1 

Willis,  Frank 

56 

janitor 

13 

Welsh,  Joseph  A. 

69 

W.  w.  CO. 

13 

Blood,  Gilbert  A. 

67 

meat  cutter 

13 

Fay,  Thomas  P. 

46 

buc.  fac.  emp. 

15 

Clemens,  Byron  C. 

39 

molder 

17 

Day,  Carlton  H. 

24 

student 

17 

Day,  James  A. 

62 

physician 

23 

Fay,  Frederick  W. 

57 

egg  merchant 

25 

Woodman,  Warren  C.  48 

watchman 

27 

Murphy,  Thomas 

50 

laborer 

27 

Bisbois,  D.  C. 

29 

Edison  CO. 

27 

Shumway,  Earl  W. 

26 

molder 

27 

Winchenbaugh,  Chas. 

E.53 

Am.  vtg.  mach.  co. 

29 

Polechio,  Joseph 

61 

painter 

31 

Moran,  J.  H. 

40 

barber 

31 

Harris,  Frank 

61 

E.  Howard  w.  co. 

33 

Kennedy,  Michael  P. 

48 

machinist 

41 

Olson,  Albert 

27 

machinist 

41 

Olson,  Lars 

55 

expressman 

43 

Walsh,  Frederick  A. 

39 

painter 

43 

Goulding,  Gilbert 

21 

machinist 

10 

Vaughan,  Robert  L. 

39 

expressman 

14 

Journey,  Fitz  R. 

58 

carpenter 

22 

Clark,  George  A. 

56 

undertaker 

26 

Robie,  Walter  E. 

69 

bookkeeper 

36 

Sullivan,  Daniel  J. 

41 

manager 

Moody  St. 
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No. 

Name 

Age 

Occupation 

Residence  April  1,  IS 

36 

Payson,  Arthur  C. 

52 

upholsterer 

42 

Taranto,  Vincenzo 

35 

B.  m.  CO. 

TAYLOR  STREET 

4 

Pelkey,  Charles 

oy 

r.  r.  emp. 

6 

I/ynskey,  Thomas 

idDorcr 

10 

r~^ii n n  1  tT rr n Q  m  T<^c#^t^lT 
V^UIlllIIlgllalll,  JUbCpil 

H  67 

Vv  dLCllIlldll 

8  Union 

14 

VJrlc^^^UIl,    J  UsCpil 

23 

1  lldCl  11  lilo  t 

34  Harvard 

14 

VJldoUll,  use 

53 

L-dl  pCllLCl 

34  Harvard 

14 

40 

IVJLCL^  v-U. 

Brown  &  Moody 

14 

Giason,  Georgfe  I. 

^  1 

irucKman 

34  Harvard 

16 

OUlllVdll,  XlIllULliy 

no 

till.    Wll.    CI  lip. 

rear  67  Hall 

22 

T-iL^/noril      T-<  t"n^»c^ 

ri/Kaani,  j-vrncst 

1 1  IdCl  11  III  3  L 

Chestnut 

22 

Pfnr»r     AA/illintn  A 

x^inor,   vvuiiaiii  r^.. 

JO 

IIldullllIlbL 

26 

V^UIIIII,  J/IdllK. 

ijuc  idc  emp. 

26 

JnLdj  CS,  l^dlllCl 

71 

28 

24 

1 1  HJ  HJ 1  1 1  Idl  1 

17  Cushing 

30 

r~^o  t"fr^ii^"lT^e      A  1  nAT"^ 
V^dil  UUlIlCt),  ivlUClL 

00 

hneman 

34 

r*  loyu,  ivoscoc  ivi. 

JO 

watchmaker 

0.  C. 

50 

Walsh.  Peter  J. 

51 

clergyman 

50 

Callahan,  John  L. 

42 

clergyman 

50 

Curran,  John  F. 

35 

clergyman 

0.  C. 

52 

Hughes,  James  J. 

46 

engineer 

52 

Rankin,  Jeff 

26 

W.  w.  CO. 

52 

Thompson,  Robert 

33 

VV  .    W.  LO. 

0.  C. 

52 

Pooler,  Israel 

30 

W^.    W.  CO. 

0.  C. 

62 

Eaton,  Charles  I. 

80 

retired 

9 

Duddy,  John  H. 

37 

mechanic 

9 

Sutton,  Louis 

38 

moulder 

9 

Johnson,  Edwin 

24 

gr.  Wll.  emp. 

11 

Bowers,  Henry 

64 

lather 

11 

Gordon,  Merton  L. 

35 

watchmaker 

13 

Hancock,  William  H.  71 

W.  w.  CO. 

13^  Nichols,  Melvin  H. 

C.  39 

laborer 

17 

Gordon,  Harry  W. 

39 

W.  w.  CO. 

19 

Firth.  Oliver  R. 

40 

B.  m.  CO. 

39  Chestnut 

21 

Ritcey,  Ernest  C. 

34 

clerk 

23 

Shepard,  Joseph  V. 

48 

pa  rnpnfpr 

35  Beech 

25 

Kimball,  Charles  L. 

50 

builder 

25 

Kimball,  Harold  L. 

25 

student 

29 

Dardis,  John 

50 

W.  w.  CO. 

Moody 

29 

Caldwell,  Frank  W. 

46 

meat  cutter 

33 

Henry,  Patrick 

54 

carpenter 

34  Taylor 

33 

Beadle,  Joseph  L. 

51 

salesman 

34  Taylor 

35 

Hennessey,  Joseph 

45 

machinist 

35 

Hennessey,  Thomas 

21 

clerk 

37 

Connors,  Edward  J. 

22 

machinist 

37 

Connors,  William  J. 

21 

W.  w.  CO. 

37 

Connors,  Martin  J. 

24 

clerk 

39 

Corcoran,  John  B. 

51 

em.  wh.  emp. 

51 

Meaney,  John  B. 

24 

plumber 
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Age 

Occupation 

Residence  April  1,  1917 

51    Malmgren,  Henry 

28 

W.  W.  CO. 

51    Sanvall,  Simon  L. 

A  1 

41 

W.  w.  CO. 

57    Lang,  Charles  F. 

37 

W.  w.  CO. 

61    Toohey,  William  J 

34 

molder 

1  Church 

63    McGuire,  James  L. 

44 

buc.  fac,  emp. 

63    Thibodeau,  John 

43 

buc.  fac.  emp. 

63    Connelly,  Michael 

36 

buc.  fac.  emp. 

63    Hyde,  John 

47 

Metz  CO. 

0.  C. 

63    Wilson,  Elmer 

34 

buc.  fac.  emp. 

UNION  STREET 

3    Johnson,  William 

54 

gas  CO.  emp. 

5    Neal,  Willard  W. 

50 

carpenter 

7    Foster,  William 

47 

tinsmith 

o  r 

w, 

15    Williamson,  Edward  L.  37 

manager 

17    Petzold,  Frederick 

36 

lineman 

8    Foster,  Charles  C. 

24 

mason 

20  Crescent 

10    Lambrou,  Afthenion 

21 

mill  hand 

O.  C. 

10    Marcopolis,  Peter 

23 

mill  hand 

O,  C. 

10    Marcopolis,  James 

33 

B.  m.  CO. 

10    Marcopolis,  Nicholas 

26 

mill  hand 

O,  C, 

WALNUT  STREET 

4A  Trueworthy,  Ralph  M 

.  53 

watchmaker 

4B  Timmins,  Thomas  J. 

24 

foundry 

4B  Sloane,  John  F. 

34 

machinist 

4C  Therrien,  Victor 

30 

W.  w.  CO. 

4DRobbins,  Albert  F. 

67 

toolmaker 

4E  Walworth,  J.  H. 

24 

r.  r.  man 

4EDalton,  Joseph  P. 

34 

baggageman 

4F  LaPalme,  Octave 

53 

watchmaker 

12    Parry,  Albert  E. 

55 

carpenter 

12    Hodgkins,  Edward  F. 

61 

janitor 

236y2  Moody 

12    Seested,  Victor 

42 

W.  w.  CO. 

12    Finnegan,,  John 

23 

W.  w.  CO. 

O.  C. 

30    Downing,  Laurie 

48 

fireman 

30    Downing,  Walter  A. 

23 

clerk 

40    Spurr,  Stanley  0. 

33 

W.  w.  CO. 

48^  McKean,  James 

50 

W.  w.  CO. 

0.  c. 

4Sy2  Stevenson,  William 

25 

clerk 

48    Stevens,  Jason  L. 

47 

W.  w.  CO. 

50   Houde,  Wilfred 

44 

machinist 

54    Towne,  Ernest  H. 

47 

W.  w.  CO. 

56    Mayer,  William  H. 

43 

W.  w.  CO. 

58    Anderson,  Anson 

27 

tinsmith 

58    Daggett,  Harry  F. 

44 

garage 

58    Churchill,  Thomas 

48 

fireman 

64    Hollering,  Frank 

64 

W.  w.  CO, 

64    Hollering,  Roland  V. 

23 

janitor 

70    Melanson,  James 

57 

buc.  fac.  emp. 

70    Melanson,  William 

21 

W.  w.  CO. 
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M  
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A  

Age 

Occupation 

Residence  April 

5 

Merrill,  Hollis  C. 

33 

salesman 

7 

King,  Thomas  Y. 

61 

carpenter 

11 

Hanna,  William  V. 

33 

clerk 

11 

Johnson.  Svante  O. 

48 

painter 

11 

Moore,  J.  H. 

27 

molder 

0.  C. 

11 

Leger,  J.  H. 

24 

molder 

0.  C. 

11 

Olsen,  Eric 

23 

painter 

0.  C. 

13 

Garvey,  William 

45 

carpenter 

505  Main 

23 

Qiase,  William  A. 

27 

machinist 

23 

Holland,  Eriang 

46 

machinist 

23 

Moller,  Carl  H. 

23 

Metz  CO. 

27 

Young,  Stilman  K. 

61 

carpenter 

29 

Stevens,  George  H. 

46 

E.  Howard  w. 

CO. 

31 

Hewes,  Nathaniel 

57 

W.  w.  CO. 

403  Crescent 

41 

Costello,  Joseph  F. 

66 

tinsmith 

41 

Pike,  Frank  M. 

52 

W^  w.  CO. 

43 

Bennett,  J.  Burt 

35 

W.  w.  CO. 

43 

Harris,  George  B, 

36 

letter  carrier 

43 

Truelove,  William  H. 

47 

W.  w.  CO. 

51 

Douglas,  Fred  C. 

67 

machinist 

156  Brown 

51 

Mills,  Edward  P. 

37 

W.  w.  CO. 

53 

Ohanian,  Martin 

50 

dial  maker 

226  Moody 

53 

Janbaz,  Leo 

28 

waiter 

226  Moody 

53 

Janbaz,  Aveis 

60 

dial  maker 

226  Moody 

55 

Vautien,  George 

57 

carpenter 

57 

Chevson,  Charles 

25 

Hood  rubber 

0.  C. 

57 

Barry,  David 

29 

laborer 

0.  C. 

57 

Burns,  William  J. 

41 

machinist 

57 

Carlton,  Clarence  S. 

33 

motorman 

57^  Graves,  Frederick  W. 

45 

W.  w.  CO. 

57^  Whitehouse,  Bernard  A.35 

N.  &  W.  gas 

CO. 

59 

Cormier,  Edward  J. 

23 

r.  r.  emp. 

59 

Cormier,  Raney 

25 

clerk 

59 

Cormier,  Thaddy 

61 

retired 

59 

Delaney,  Vincent 

24 

laborer 

59 

Boudreau,  Joseph 

30 

laborer 

59 

Hughes,  Henry 

35 

painter 

59 

Waugh,  David 

41 

carpenter 

River 

WHITNEY  AVENUE 

1 

McCarthy,  Patrick  J. 

49 

stableman 

5 

Keough,  Bernard  P. 

21 

W.  w.  CO. 

5 

Keough,  John 

65 

bleachery  emp 

9 

Allan,  William  A. 

21 

clerk 

9 

Allan,  William 

61 

tailor 

15 

West,  William  R. 

24 

salesman 

349  Moody 

17 

Fuller,  Edmund  W. 

55 

clerk 

17 

McDonald,  John 

43  . 

plumber 

10 

Bedell,  Abram  H. 

74 

retired 

10 

Bedell,  Walter 

47 

painter 

12 

Haynes,  Wallace 

20 

machinist 

0.  C. 

12 

Campbell,  Dougald 

51 

meat  cutter 

CITY  OF  WALTHAM 

WARD  6 


List  of  All  Persons  Resident  in  Ward  6,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

PRECINCT  1 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


ALD€R  STREET 


House  No. 

Name 

Age 

Occupation 

Residence  April  1 

69 

Thompson,  PYank  E, 

57 

W.  w.  emp. 

69 

Phipps,  Joseph  W. 

40 

salesman 

73 

Crombie,  Frederick 

28 

machinist 

0. 

C. 

73 

Nolan.  Thomas  F. 

23 

plumber 

75 

Gaudette,  Oliver  S. 

30 

W.  w.  emp. 

77 

Crawford,  Wm. 

36 

jewelmaker 

79 

McLaughlin.  Dan,  L. 

32 

W,  w.  emp. 

83 

Doucette,  Mitchell 

43 

carpenter 

.83 

Geary,  George 

27 

machinist 

85 

Brinn,  Walter  E. 

36 

clerk 

O. 

C. 

89 

Codyer,  Peter  M. 

53 

storekeeper 

93 

Littlefield,  Frank  G. 

54 

Hood  Rubber 

CO. 

93 

Stearns,  Geo.  W. 

70 

mason 

93 

Craig,  Charles  A. 

39 

watchmaker 

97 

Gidley,  Samuel  H. 

53 

florist 

101 

Barrows,  Fred  W. 

47 

real  estate  dealer 

101 

Barrows,  Wendell  P. 

21 

student 

103 

Isaacson,  Martin  J. 

44 

clerk 

107 

Perine,  Mark  K. 

43 

W.  w.  emp. 

107 

Carson,  Arthur 

40 

W.  w.  emp. 

111 

Davis,  Frank  H. 

68 

machinist 
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House  No. 

Name 

Age 

109 

Brower,  Herbert  G. 

39 

117 

Johnson,  Eric 

27 

117 

Bjorkman,  Knut  A. 

47 

119 

Vallely,  Charles 

35 

121 

Gass,  Stanley  W. 

38 

135 

Caravaglio,  Thomas  Jr.  22 

135 

Caravaglio,  Gaetano 

^1 

o± 

139 

oLcarns,  HiQw. 

97 

141 

K^ciHSLUJlli,  JCjIIS  r. 

O  «7 

145 

42 

147 

Mattson,  John 

40 

149 

VV  OI  LniliglOIl,   VJIIIU  ia. 

00 

155 

MrAIallv    TTrlwnrrJ  T 

o  o 

179 

XTdl  t  W  Cll,   XxctiVCJ  o. 

f^Q 
Oy 

70 

47 

70 

77 

74 

vv  1  igiiL,  v^iidiica  Hi. 

oo 

76 

vy  IMdldy    XJCL1±X\^L  XL/. 

24 

76 

to 

82 

xcsiidiiLj',  tiuiiii  r* . 

97 

82 

IcxldllLy,  JdSS.  i  . 

OO 

84 

PaofJ    Clan  R 
XvtJtJU.,  vrtJO.  Jj. 

11 
4  O 

84 

TTATTiQlrl    rinv^  T. 
£>  d  uaiKXf  vjruj  xj. 

33 

86 

T^^Q  TlirC!  r^Yl  /^Tl€lT*loC! 

I^clvVSUtl,  l^Xldllcb 

79 

88 

xxdx  Uy  llldll,    Will.  J. 

^7 
o  k 

88 

iVldCKdy,  IxcOlgtJ 

90 

ioLtJclUl  OtJK,  AxCniUdlQ 

o  t 

90 

xvouiKe,  J.  w iiiidin 

to 

92 

T  ./enroll     /^ViQ't*l£io  A 

DU 

94 

r  rye,  win.  Jj. 

99 

94 

x"  1  J  t;,  ivxt7i  Luxi  Xj. 

9^^ 

94 

X"  1  J  t5,  PI  dXl'xv  Xj. 

Dl 

96 

IVXdIlXllXlg,   XLtlVV.  XX. 

9Q 

96 

jjUKer,  vance  tii<. 

98 

rictCllcl,  XJ.  x  I  dUK 

9fi 

98 

58 

102 

McArthur,  Wm.  J. 

59 

102 

McArthur,  H.  Stanley 

27 

104 

Blake,  Leslie 

30 

108 

Lucas,  Charles  H. 

66 

110 

Lacy,  Newton 

30 

110 

Mitchell,  Wm.  H. 

67 

116 

Cyr,  Albert  J. 

40 

116 

Cyr,  Marshall 

41 

134 

Paul,  Eliot  C. 

21 

134 

Paul,  Fred  H. 

55 

134 

Paul,  Fred  H.  Jr. 

28 

140 

Aune,  Anders 

^8 

144 

Freeman,  Charles  A. 

34 

146 

Young,  John  A. 

38 

148 

Guiney,  John  Jr. 

28 

Occupation  Residence  April  I,  191 7 

custom  house      Chestnut  St. 
Metz 

machinist 
Stanley  auto 
W.  w.  emp. 
machinist 
fruit  dealer 
W.  w,  emp. 
W.  w.  emp. 
W.  w.  emp. 
automobiles 
carpenter 
salesman 
W.  w.  emp. 
clerk 

driver  F.  d. 

W.  w.  emp, 

clerk  O.  C. 

electrician 

watchmaker  Auburndale 

shipper 

laborer 

W.  w.  emp. 

watchmaker 

W.  w.  emp. 

bakei: 

W.  w.  emp. 

W.  w.  emp. 

carpenter 

chemist 

teacher 

carpenter 

shipper 

watchmaker 

eye  specialist 

jeweler 

machinist 

inspector 

auto 

machinist 

machinist  O.  C. 

machinist 

W.  w.  emp. 

W.  w.  emp. 

student 

watchmaker 

student 

watchmaker 

W.  w.  emp. 

W.  w.  emp. 

machinist 


t4o 
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House  No.  Name 

148  Guiney,  John 

150  Stanley,  Frederick 

150  Stanley,  Elijah 


Age  Occupation 

60  r.  r.  emp. 

30  W.  w.  emp. 

64  Brae  Burn  emp. 


Residence  April  1,  1917 


ASH  STREET 


121  Harold,  William  20 

121  Edwardson,  Geo.  D.  22 

125  Potter,  Frank  G.  41 

133  Mason,  Joseph  B.  47 

IZSVz  McFadden,  Alexander  45 

1331/2  McFadden,  Archie  24 

143  Ham,  Philip  W.  24 

145  Mills,  Edward  P.  37 

145  Mayne,  Wm.  52 

145  Fleming,  Frank  H.  26 

153  Stewart,  William  A.  50 

153  Millen,  Herbert  J.  22 

153  Millen,  James  59 

155  Glasgow,  Thomas  J.  39 

161  Degrasse,  Nicholas  50 

165  Duffy,  William  F  55 

165  Henry,  Howard  W.  21 

165  Sills,  Albert  C.  35 

179  Wright,  Herbert  C.  47 

183  Bagley,  John  W.  57 

185  Kierstead,  Charles  W.  38 

187  Farrar,  Andrew  S.  71 

189  Boynton,  George  E.  50 

189  Boynton,  Granville  M.  65 

195  Wyman,  Silas  R.  88 

195  Wyman,  George  S.  50 

195  Hoffses,  Robert  H.  28 

201  Toney,  George  W.  53 

203  Moore,  Orlow  V.  47 

205  Neal,  Herbert  E.  54 

209  Thompson,  James  W.  64 

209a  Brainbridge,  George  31 

209  Thomas,  Jas.  W.  Jr.  35 

211  Talbot,  Louis  B.  38 

211b  Scribner,  Norman  H.  34 

213  Aune,  Owind  A.  34 

215a  Waddington,  Albert  24 

215  Kilcoup,    Clifford  29 

223  Jackson,  Joseph  A.  50 

227  Brown,  Ralph  E.  37 

227  Kaler,  Harold  A.  26 

235  Hawley,  Wm.  W.  33 

235  Hawley,  Philip  29 

237  Howe,  George  A.  35 

239  Davis,  Frank  B.  68 

243  Safford,  Oarl  M.  32 


W.  w.  emp. 

machinist 

minister 

rubber 

B.  &  M. 

laborer 

wmkr-navy 

W.  w.  emp. 

foreman 

W.  w.  emp. 

W.  w.  emp. 

Stand,  oil  emp. 

carpenter 

foreman 

carpenter 

blacksmith 

typist 

draughtsman 

W.  w.  emp. 

heeler 

W.  w.  emp. 

W.  w.  emp. 

dentist 

retired 

retired 

salesman 

machinist 

foreman 

W.  w.  emp. 

machinist 

bleachery 

W.  w.  emp, 

candymaker  . 

reporter 

W.  w.  emp. 

W.  w.  emp. 

farmer 

W.  w.  emp. 

W.  w.  emp. 

salesman 

student-army 

W.  w.  emp. 

salesman 

machinist 

W.  w.  emp. 

army 


O.  C. 

Crescent 


Main 
Main 

O.  C. 

Walnut 


Brown 
153  Myrtle 

O.  C. 


Maple 
O.  C. 


Brown 
205  Ash 


Newton  St. 


Ward  6,  precinct  i. 


House  No.  Name  Age 

243  Safford,  Edward  A.  55 

253  Smith,  Albert  E.  51 

257  Graveson,  Morris  H.  28 

257  Jones,  Wilfred  B.  58 

261  Syrett,  Robert  W.  58 

263  Otis,  Charles  J.  30 

265  Bennett,  Everett  E.  ^7 

267  Uhlin,  Car  V.  29 

124  Hervett,  Wm.  A.  48 

126  Truelove,  Thomas  76 

126  Burgess,  Fred  A.  32 

130  O'Grady,  Jas.  W.  Jr.  23 

130  O'Grady,  Jas.  W.  54 

134  Hodge,  Alfred  T.  30 

142  Higgins,  Joseph  F.  22 

142  Williams,  Carl  J.  32 

148  Kent,  Preston  L.  59 

152  Hamilton,  Charles  G.  39 

154  Mudgett,  Cecil  41 

154  Hope,  Amos  J.  36 

156  Morris,  John  R.  51 

158  White,  Alfred  L.  34 

162  Butler,  Ralph  S.  24 

162  Butler,  Samnel  L.  56 

164  Jones,  David  W.  27 

164  Marson,  Charles  64 

166  Harvey,  Alonzo  S.  58 

166  Harvey,  Alexander  O.  20 

166  Harvey,  Arthur  E.  25 

166  Schaufus,  Hugh  A.  36 

166  Wolfe,  Albert  45 

182  Taber,  George  W.  55 

188  Holman,  Leslie  A.  36 

188  Mosher,  Allen  V.  37 

190  Wright,  John  L.  64 

190  Wright,  Geo.  S.  60 

196  Hill,  Harold  W.  27 

196  Hill,  William  E.  65 

202  Buel,  Fred  A.  59 

206  Piper,  George  H.  72 

210  Hopkins,  George  51 

216  Codyer,  Edward  23 

216  Codyer,  Thomas  F.  61 

220  Ricker,  Charles  P.  52 

222  Haines,  Wm.  M.  51 

228  Garvey,  Michael  J.  56 

228  Garvey,  Dr.  Martin  J.  26 

228  Garvey,  Arthur  R.  21 

234  Blomberg,  Arthur  22 

234  Blomberg,  Carl  24 

234  Blomberg,  Gustav  47 


O.  C. 


Gushing 
Bellevue 
89  Cherry 


Occupation 
watchmaker 
electrician 
bookkeeper 
W.  w.  emp. 
W.  w.  emp. 
garage 
painter 
W.  w.  emp. 
carpenter 
W.  w.  emp 
instructor 
Metz 

motorman 

student 

W.  w.  emp. 

machinist 

prov.  store 

machinist 

machinist 

machinist  / 

Metzi 

painter 

W.  w.  emp.navy 
W.  w.  emp. 

fireman  Robbins 

W.  w.  emp.  Robbins 

Standard  oil  emp. 

electrician 

foreman 

Metz 

W.  w.  emp. 
W.  w.  emp. 
W.  w.  emp. 
r.  r.  mail  clerk 
printer 
watchmaker 
fireman 
fireman-driver 
W.  w.  emp. 
salesman 
foreman 
navy 

machinist 
W.  w.  emp. 
W.  w.  emp. 
W.  w.  emp. 
dentist 
student 
clerk-army 
salesman 
tailor 


i4i 
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22  Myrtle 
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No. 

Name 

Age 

Occupation 

Residence  April  1,1^ 

240 

Vaughan,  Hollis  B. 

23 

electrician-army 

240 

Vaughan,  Edwin  H. 

56 

gas  works 

240 

Vaughan,  Benj.  E. 

36 

electrician 

242 

Foster,  Edward  M. 

36 

photographer 

246  Ash 

246 

Randall  Prank  E 

58 

watchmaker 

252 

Connelly,  John 

65 

grocer 

252 

Connelly,  Leo  A. 

25 

clerk-army 

252 

Connelly,  Paul  A. 

27 

clerk-army 

254 

Scott,  Charles  E. 

39 

B.  &  M.  r.  r. 

254 

Jewett,  Edward  T. 

72 

W.  w.  emp. 

256 

Davis,  Robert  W. 

38 

salesman 

266 

Furbush,  Laroy  W. 

27 

Metz 

* 

BROWN  STREET 

112 

Clere,  Earl 

29 

r.  r.  clerk 

118 

Stewart,  Jos. 

32 

engineer 

118 

Valleley,  Wm.  E. 

34 

machinist 

120 

Bennett,  Joseph  B^,  Jr.  20 

1  11   

bookkeeper 

Crescent  Park 

120 

Bennett.  Joseph  B. 

60 

pattern  maker 

Crescent  Park 

122 

Wagner,  Jesse 

81 

clergyman 

126 

Snow,  John  H. 

62 

draff  tsman 

130 

M  out  ton,  Lee  L. 

24 

Metz 

Myrtle 

130 

Thompson,  Oscar  H. 

72 

W.  w.  emp. 

134 

Desvoignes,  Albert  W. 

31 

watchmaker 

136 

Stankard,  John  J. 

48 

janitor 

T  yOWPll 

-1— ^  W  VV  *— '  -L-l. 

138 

Owens,  Eugene  T. 

51 

tailor 

136  Brown 

144 

Jones,  Wm.  0. 

52 

W.  w.  emp. 

144 

Whitney,  Harold  F. 

25 

Edison  co. 

150 

Neale,  Charles  R. 

22 

army 

156  Brown 

150 

Neale,  Charles  W. 

71 

W.  w.  CO. 

150 

Warren,  Wiliam  J. 

37 

foreman  W.  w. 

154 

Doyle,  Elliot 

30 

navy 

156 

Osborn,  Everett  D. 

41 

W.  w.  emp.. 

160 

Wheaton,  George  C. 

35 

W.  w.  emp. 

160 

Pratt,  Frederick  S. 

70 

W.  w.  CO. 

0.  C. 

164 

Horner,  John  W. 

68 

Howard  w. 

o  n 

170 

Marean,  Ralph 

23 

W.  w.  emp. 

o  c 

174 

Lang,  Walter  F. 

35 

W.  w.  emp. 

180 

Hutmacher,  Raymond  A.  28 

navy 

180 

Milligan,  James  A. 

44 

machinist 

180 

Milligan,  William  N. 

26 

army 

184 

Freeman,  Alfred 

58 

W.  w.  emp. 

188 

Sawyer,  Waldron  E. 

48 

W.  w.  emp. 

194 

Mills,  Arthur  E. 

44 

Metz 

196 

O'Neil,  John  B. 

46 

clerk 

Plympton 

202 

Hall,  William  A. 

46 

printer 

204 

Woodbury,  Arthur  A. 

52 

salesman 

206 

Tilton,  Ralph  L. 

35 

W.  w.  emp. 

208 

Affleck,  George  E. 

38 

W.  w.  emp. 

210 

Colburn,  Geo.  H. 

37 

instructor 

212 

Read,  Henry 

58 

W.  w.  emp. 
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House  No. 

Name 

Age 

Occupation 

Residence  April  1 , 

212 

Read,  Walter  A. 

32 

machinist 

214 

Fleming,  Chas.  D. 

58 

W.  w.  emp. 

216 

Fogg,  Chester  N. 

34 

W.  w.  emp. 

Ash 

218 

Fox,  Charles  A. 

49 

salesman 

218^  Salisbury,  Arthur 

34 

machinist 

Crescent  Park 

2201/2  Halgren,  Wm.  A. 

31 

engineer 

Crescent 

999 

39 

manager 

Myrtle 

994. 

oxevtins,   nowaro.  jd. 

30 

electrician 

994 

IVTiToc      C\c^^t*cre^  ^ 

28 

electrician 

940 

iNULuing,   vv  alter  \j. 

41 

draftsman 

Lowell 

949 

iVldl  biicili.       Will.  J. 

40 

W.  w.  emp. 

240  Brown 

94R 

v^iidnQier,  r\iori<&o 

34 

chauffeur 

248 

IXUgCl  Js,     VJClJlgC      vv  . 

57 

driver 

257  Brown 

'^Id.lJi,    VJCL/lgC  iV. 

37 

W.  w.  emp. 

257  Brown 

91^9 

TTTranci      Alft-orl  TT 
Ij/Vctlli>,    xilH  CU.     V  . 

40 

W.  w.  emp. 

9^4. 

L/iayxon,  ij/QW. 

65 

mfgr. 

256 

30 

dial  shop 

iML-rxiia  tei ,  ij/'CiWctivi 

63 

paperhanger 

258 

ivxci/i  o\Jii,    j^iixi      vv  . 

32 

W.  w.  emp. 

vv  inn,  v^nas.  x  . 

36 

W.  w.  emp. 

259  South 

XTLiVctlCZ/,    J  (JsCjJlI  iVJ.. 

32 

machinist 

Orange 

xxusocy,  iviicucici  J. 

39 

baker 

119 

Xvv-Cvl,    VJCwi^C  XVX. 

68 

barber 

OtOW,    OXldS.  0. 

39 

W.  w.  emp. 

Chester  Ave. 

171 

C^r^la  tirrrnr  Toe 
v^Uldllgliy,    J  da. 

57 

watchman 

221  Brown 

191 

jj/nstrom,  r  reu 

49 

W.  w.  emp. 

221  Brown 

191 

OLcVtJX,  Vylldb.  \y. 

29 

W.  w.  emp. 

Adams 

121 

X  IClH^ll,  XXd/yClX 

23 

W.  w.  emp. 

221  Brown 

123 

T/^  n  n  c  "fr^  n  p    Rol.T^n  A 
J  V>iHlo  tvJllC    XXdl'^ll  xi.. 

21 

W.  w.  emp. 

19*? 

J  l^llllb  LUIIC,      Will.      VV  . 

62 

W.  w.  emp. 

127 

od>i  uci ,  v_^iicoic_y    X  ■ 

47 

milk  dealer 

xoo 

ATnrvrp     T^^rprlpTir*!/  T-T 
i>xu\/ic,    X  1  CU.C1  n_i\.  irx. 

58 

W.  w.  emp. 

1^^ 

1  yier,  wm..  o. 

35 

W.  w.  emp. 

Vjicrridbii,  1/rcinLis 

27 

Metz 

Moody 

135 

Carrivaglo,  Joseph 

21 

clerk 

135 

Morris,   Earl  G. 

21 

clerk 

135 

Morris,  Wm,.  H. 

63 

W,  w.  emp. 

135 

Richards.  Ernest  H. 

25 

furniture 

Gorham 

139 

Meroz,  John  A, 

40 

W.  w.  emp. 

145 

Bent,  Clarence  A. 

29 

fireman 

Robbins 

147 

Flannery,  James 

36 

lineman 

0.  C. 

151 

Grant,  Wm. 

56 

W.  w.  emp. 

151 

Sturr,  Herbert 

21 

auto 

0.  C, 

151 

Ryan,  Percy  W. 

39 

W.  w.  emp. 

153 

Prescott,  Earlen  C. 

27 

W.  w.  emp. 

0.  C. 

153 

Carr,  William  H. 

36 

tinsmith 

153 

Carr,  Wm.  H. 

56 

expressman 

155 

Wyberg,  Gustave 

39 

W.  w.  emp. 

159 

Dunbrack,  Norman  K. 

36 

tinsmith 

161 

Aiken,   Roy  C. 

45 

foreman 

161 

Williams,  Elha,nan  J. 

58 

engraver 

144 
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House  No. 

Name 

Age 

Occupation 

1  RQ 

LaCroix,  Hermidas 

meat  cutter 

1/0 

uiay ton,  i  nos. 

D/ 

retired 

175 

Mullen,  Howard  A. 

A(\ 

4U 

W.  w.  emp. 

175 

1  nombs,  l^eroy 

ol 

W.  w.  emp. 

Dearborn,  George  C. 

QO 

W.  w.  emp 

lol 

Olmstead,  Douglas 

QQ 
OO 

W.  w.  emp. 

l57 

1^  rye,  J .  r  red 

OD 

W.  w.  emp. 

1  OQ 

Hanselpacker,  Geo.  G. 

QQ 
OO 

chauffeur 

1  OA 

189 

Crowe,  George 

41) 

watchman 

i»y 

Willy,  Josepn  d. 

QO 

teamster 

ItfO 

Cromwell,  Harvey  B, 

Kt\ 
Ol> 

dialmaker 

1  OK 

195 

Wetnerbee,  rreci  r>. 

4  c 
4o 

W.  w.  emp. 

197 

Isakson,  Oscar  A. 

/in 

clerk 

199 

Backman,  Arvid  C. 

QQ 
OO 

machinist 

All 

Ko'bbins,  Unas.  W. 

/in 
4U 

Metz 

Ruggles,  Dwight 

d4 

carpenter 

ZU5 

rlager,  Artnur  rl. 

OO 

toolmaker 

OA  PC 

JU5 

TT  —                T T  ^  ^"L.  j_  T 

rlager,  rlerbert  i. 

49 

asst.  foreman 

Osgood,  Henry  T. 

DJ 

W.  w.  emp. 

OAO 

ZU9 

Waddington,  Alex. 

51 

machinist 

Jlla 

JN  ewbert,  AUbert  JN. 

/u 

W.  w.  emp. 

OI  IV-v 
^llD 

Petipas,  James  0. 

on 
i59 

blacksmith 

OI  1 

till 

Burke,  Norman 

QK 

o5 

painter 

91 1 

Sundelius,  Arthur  A. 

OA 

w  a  t  ch  m  ake  r 

OI  K 
LID 

Preston,  Geo.  I. 

Qn 
oU 

Am.  express 

OI  K 

iil5 

Rogers,  Granville  F. 

DO 

salesman 

01Q 

Smiith,  Dudley  A. 

OQ 

carpenter 

219 

Xxil^C,    J.  JLctl'UliLi  vJ. 

27 

VV  .    W.  ClllJJ. 

211 

Richardson,  Ralph  L. 

54 

machinist 

221 

Hersey,  Charles 

53 

shirtmaker 

223 

Lindsay,  Robert 

27 

baker 

233 

Mann,  Ralph  0. 

33 

W.  w.  emp. 

235 

Campbell,  Frank 

30 

theatre  mgr. 

237 

Alexander,  Alfred 

3S 

W.  w.  emp. 

'239 

Wiley,  Jesse  H. 

36 

W.  w.  emp. 

269 

Ryan,  John  T. 

40 

plumber 

CRAFTS  STREET 


7 

Wayland,  Frederick 

34 

broker 

11 

Bird,  Richard  H. 

41 

jewelmaker 

15 

Bouck,  Chester  L. 

54 

W.  w.  emp. 

15 

Hughes,  George  F. 

30 

teller,  bank 

21 

Lawrence,  Allie 

47 

W.  w.  emp. 

25 

Stone,  Henry 

21 

B.  &  M.  r.  r. 

27 

Smith,  Edward  S. 

36 

W.  w.  emp. 

31 

Smith,  Frank  P. 

51 

carpet  cutter 

10 

Taft,  Harry  C. 

33 

W.  w.  emp. 

14 

Hammond,  Charles  S. 

58 

W.  w.  emp. 

14 

Temple,  Chas.  W. 

85 

retired 

18 

Vinal,  Charles  W. 

59 

foreman  W.  w 

22 

Fuller,  Alfred  S. 

42 

W.  w.  emp. 

Residence  April  1,  1917 


Charles 


81  Taylor 
Taylor 


Ash 


O.  C. 


17  Wadsworth  Av. 
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House  No.  Name  Age    Occupation  Residence  April  1 ,  1 9 1 7 


30 

Elwell,  Burton  D. 

48 

W.  w,  emp. 

34 

Mellor,  Thomas  A. 

50 

W.  w.  emp. 

DERBY  STREET 

5 

Smith,  Alden  W. 

25 

chauffeur 

0. 

C. 

5 

Travis,  Arthur  E. 

bl 

W.  w.  emp. 

5 

Shepard,  Samuel  F. 

35 

machinist 

11 

Nix,  Claude  E. 

23 

machinist 

11 

Jones,  Ralph  I. 

38 

machinist 

13 

Greaney,  Walter  E. 

30 

W.  w.  emp. 

15 

Walsh,  John  F. 

30 

moulder 

55 

Crescent 

17 

Wall,  George  E. 

59 

storekeeper 

19 

Carter,  Warren 

74 

W,  w.  emp. 

25 

Deason,  Posie  M. 

00 
00 

machinist 

0. 

a 

251/^  Olsen,  Henry 

Stark  tool  emp. 

2bV2  Olsen,  Helmar 

oO 

blacksmith 

27  Derby 

271/2  Haldy,  Henry  L. 

52 

machinist 

39 

Robbins,  John  C. 

44 

mech.  engineer 

41 

TaCt,  Clayton  H. 

36 

W.  w.  emp. 

43 

Locke,  Charles  H. 

31 

W,  w.  emp. 

45 

Fitz,  Frank  H. 

lawyer 

47 

Anderson,  Carl  A.  R. 

zz 

Am.  crayon  co. 

47 

Anderson,  Anton 

51 

Meta 

47 

Oxton,  Alfred 

51 

Metz 

53 

Lawrence,  Elijah  B. 

66 

provisions 

55 

Mayhew,  Howard  N. 

37 

W.  w.  emp. 

22 

Dennis,  Percy  E. 

22 

army 

22 

Dennis,  Stanley  G. 

24 

army 

22 

Dougherty,  Erwin 

24 

army 

22 

Grav,  Andrew  W. 

33 

builder 

24 

Haskell,  Harold 

30 

W.  w.  emp. 

26 

Beamish,  Arthur 

34 

W.  w.  emp. 

29 

Adams 

28 

Williams,  Benj.  F. 

38 

W.  w.  emp. 

42 

Gates,  Christopher 

39 

W.  w.  emp. 

46 

Danglemeyer,  Theo. 

37 

druggist 

48 

Taylor,  Harold  W. 

24 

electrician 

52 

Perkins,  Melvin 

26 

machinist 

52 

Perkins,  Fred  W. 

25 

electrician-navy 

DEXTER  STREET 

7 

Davidson,  Wm.  H. 

35 

W.  w.  emp. 

9 

Campbell,  John  A. 

36 

clerk 

15 

Hamlin,  Charles  E, 

30 

C.  &  P.  CO. 

15 

Merrill,  Lester  W. 

28 

salesman 

15 

Allen,  Herman  L. 

31 

W.  w.  emp. 

15 

Salisbury,  Herbert  F. 

34 

W.  w.  emp. 

21 

Cunningham,  Fred'k  J. 

23 

army 

21 

Cunningham,  John 

45 

policeman 

21 

Perry,  Fred 

44 

boat  builder 

0. 

a 

21 

Jones,  William  H. 

68 

storekeeper 

27 

Doore,  Milton  H. 

32 

laundry 

146 
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House  No. 

Name 

Age 

Occupation 

Residence  April 

29 

30 

W.  w.  emp.  • 

00 

Rnc^t;  Willie 

37 

W.  w.  emp. 

00 

70 

carpenter 

43 

TTnnr  flporefp 

26 

machinist 

Work   Phas  K 

34 

mail  clerk 

4Q 

Allpn    TTnrnlH  V) 

^^IX^liy   ±±CiL\Jl\JL  JLLi. 

37 

W.  w.  emp. 

0  JL 

T^allv   Tnhn  F 

33 

W.  w.  emp. 

0  J. 

iTlCt'L^lly   ±Xd  »JC51  1/  -Li. 

42 

P.  0. 

Moody 

55 

R-irkpf^oTi  Fiiffpnp 

41 

w  a  t  chm  ak  e  r 

57 

VlZfimPT  Rdward  T) 

VV  Cl'J.  XlV^X  y    ±1A\X  VV  CiX  VX    J—' • 

37 

expressman 

14 

T^POTiarrt    ^^,]^a^lp^  T-T 

44 

trainman 

14 

Hodeskin  J  H 

35 

W.  w.  emp. 

14 

MrMnllpn  J  H 

XVX  V/  JLTX  LlXXv/XJ.,     tJ«  XX. 

47 

boat  builder 

0.  C. 

14 

Shoesmitli,  William  T. 

54 

machinist 

20 

Havey,  William  H. 

45 

dentist 

20 

P5mith  Olin  L 

40 

W^.  w.  emp. 

26 

Kingsbury,  Fred  A. 

58 

conductor 

26 

Lincoln  Eidw.  E. 

50 

salesman 

0.  C. 

26 

Lynch,  John  F. 

57 

merchant 

0.  C. 

30 

Carter,  Geo.  E. 

46 

W.  w.  emp. 

0.  c. 

30 

Strout,  Geo.  E. 

52 

architect 

34 

Brown,  Eyerett  M. 

40 

physician 

36 

Thornburg,  Benj.  F. 

33 

lawyer 

40 

Ames,  Ira  J. 

43 

W.  w.  emp. 

42a 

Cox,  E.  Howard 

38 

carpenter 

44 

Sawin,  John  W. 

52 

janitor 

46 

Weston,  Harold  E. 

29 

jeweler 

41  Dexter 

DEXTER  COURT 


1 

Moss,  Samuel 

34 

Metz 

1 

Coulter,  Walter  E. 

35 

W.  w.  CO. 

0.  a 

DEXTER  AVENUE 

1 

Briggs,  Robert  M. 

68 

W.  w.  emp. 

Adams 

1 

Nutting,  Fred  W. 

38 

W.  w.  emp. 

Adams 

1 

Boothby,  Percival  D. 

51 

Cutter 

3 

Wheeler,  Carl  A. 

29 

Tel.  CO. 

3 

Kingsbury,  Fred  A. 

53 

conductor 

5 

Blodgett,  Abbott  W. 

34 

bookkeeper  ■ 

7 

Hartley,  Harry  B. 

26 

auto 

EATON  COURT 

1 

Burgess,  Alexander  T. 

53 

W.  w.  emp. 

1 

Burgess,  Armour  T. 

21 

machinist 

1 

Burgess,  Chester  N. 

26 

army 

3 

Cutting,  Marshall  J. 

43 

W.  w.  emp. 

5 

Flodin,  Einan  T.  G. 

30 

W.  w.  emp. 

7 

Anderson,  Alfred  A. 

38 

machinist 

2 

Posdick,  Charles  A. 

57 

moulder 

4 

Ruggles,  Chester  A. 

33 

garage 

152  Bobbins 

6 

Snowden,  Harold 

32 

Salvation  Army 

8 

Briggs,  Edward  S. 

45 

W.  w.  emp. 
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FULLER  STREET 


House  No. 

Name 

Age 

Occupation 

8 

Ela,  Everett  W. 

50 

electrician 

14 

Parker,  Willis  F. 

44 

machinist 

16 

Doherty,  Anthony  J. 

44 

lawyer 

18 

Cox,  Henry  H. 

39 

W.  w.  emip. 

20 

Reardon,  Raymond  P. 

31 

dentist 

22 

Peridier,  Emile 

36 

W.  w.  emp. 

26 

Thomas,  Bert  C. 

37 

machinist 

30 

Graham,  William 

27 

bookkeeper 

34 

Adams,  Ernst 

57 

watchman 

38 

Hanscomb,  Henry 

53 

W.  w.  emp. 

40 

Pettiner,  William  V. 

40 

collector 

42 

O'Mara,  Michael  T. 

28 

Standard  oil 

44 

Chandler,  Edwin  M. 

23 

machinist 

54 

Safford,  DeLoid 

31 

W.  w.  emp. 

56 

Washer,  Oscar  N. 

54 

machinist 

1 

LfOynd,  William 

36 

foundryman 

1 

Trainor,  John 

79 

retired 

3 

Merrill,  Arthur  E. 

50 

photographer 

5 

Boland,  John  H. 

63 

boxmaker 

7 

Bryant,  B.  H. 

51 

W,  w.  emp. 

9 

Masson,  George  F.  A. 

46 

bic.  fac.  emp. 

11 

Earns  worth,  Joseph  W.  71 

W.  w.  emp. 

17 

Farnsworth,  Clarence  G.43 

ins.  agt. 

21 

Westwood,  Frank  J. 

49 

bookkeeper 

23 

Affleck,  George  D. 

60 

milk  insp. 

23 

Blood,  William  F. 

35 

machinist 

27 

Warren,  Fred  S. 

43 

plumher 

28 

Richardson,  Irving  P. 

28 

clerk 

31 

Hoelscher,  William  E. 

45 

W.  w.  emp. 

31 

Hoelscher,  Herman  R. 

60 

W.  w.  emp. 

57 

Aikens,  Lawrence  J. 

41 

mason 

HIGH  STREET 


14? 


Residence  April  1,1 91 7 


Rumford  Ave. 


44  Howard 


63 

Charnley,  Wilfred 

21 

W.  w.  emp. 

244  Dale 

63 

Charnley,  Thomas 

54 

W.  w.  emp. 

244  Dale 

65 

Gonniff,  Jos. 

43 

painter 

75 

Smith,  Kleber  J. 

47 

W.  w.  CO. 

75 

Erickson,  August 

30 

W.  w.  emp. 

79 

Lamson,  Levi  J. 

66 

manager 

81 

Nealon,  Thomas  E. 

58 

W.  w.  emp. 

81 

Day,  Charles 

35 

olerk 

85 

Meikle,  Charles  F. 

30 

printer 

85 

Meikle,  George  A. 

24 

clerk-enHsted 

87 

Robinson,  Henry  W. 

48 

storekeeper 

91 

Campise,  Vencenzo 

42 

shoemaker 

15  Oak 

93 

Johnson,  Walter  E. 

31 

foundry 

95 

Sh^han,  Cornelius 

40 

clerk 

113  High 

95 

McEnaney,  Stuart  C. 

30 

braiser 

95 

Kennedy,  Wm.  T. 

56 

emery  wh.  emp. 

95 

Kennedy,  Wm.  B. 

22 

enlisted 
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Name 

Occupation  R 

esidence  Apri 

101 

Brock,  William  H. 

59 

merclhant 

101 

Brock,  Harry  C. 

20 

bookkeeper 

103 

B lodge tt,  Joseph  S. 

62 

machinist 

109 

Sibley,  Edward  F. 

58 

machinist 

111 

Saunders,  Samuel 

38 

Hood  rubber  emp.  19  Taylor 

113 

Smith,  Shirley  F. 

29 

Edison  It.  emp. 

115 

Brock,  Everett  W. 

36 

livery 

119 

Lundgren,  Emil 

44 

W.  w.  emp. 

121 

Atherton,  Geo, 

54 

watchmaker 

123 

Magnuson,  Anthony 

33 

painter 

131 

Crocker.  Winthrop  N. 

48 

teacher 

131 

Hardy.  Charles  F. 

42 

salesman 

133 

Ellis.  Benj.  F. 

60 

machinist 

145 

Burke.  Wm.  E. 

34 

salesman 

147 

McGregor,  Wm.  J. 

27 

clerk 

1  An 
14y 

Currin,  Thomas 

30 

W.  w.  emp. 

1  ACl 

i4y 

Lamer,  John 

40 

shipper 

191 

Walsh,  James  W. 

34 

standard  oil  emp. 

191 

Walsh,  John  E.. 

53 

teamster 

LAUREL  AVENUE 

10 

Farrar,  Frank  F. 

35 

freight  agt. 

18 

Griffin,  Earl  F. 

22 

enlisted 

18 

Griffin,  Frank  O. 

67 

W.  w.  emp. 

18 

Jack,  John  L. 

33 

ins.  agt. 

20 

Smith,  Everett 

32 

railroad 

Riverview 

LOWELL  STREET 

139 

Meserve,  Bertram  G. 

38 

Janes  market  emp. 

141 

Uhlin,  Werner 

24 

watchmaker 

69  Pine 

143 

Leonard,  Geo.  W. 

44 

buc.  fac.  emp. 

16  Alder 

157 

Lassman,   Ernest  C, 

35 

mechanic 

159 

Button,  Wallace  S. 

44 

insurance 

187 

Pierce,  Warren  A. 

45 

printer 

189 

Hoelscher,  Herman  E 

43 

W.  w.  emp. 

191 

Hager,  Charles  L. 

52 

watchmaker 

205 

Gate,  Silas  H. 

60 

W.  w.  emp. 

215 

Mitchell,  Jos.  E. 

60 

retired 

217 

Towne,  Albert  H. 

36 

W.  w.  emp.  • 

221 

Malone,  Fred  A. 

23 

W.  w.  emp. 

249 

Moor,,  George  C. 

67 

foreman 

249 

Moor,  Stanley  T. 

38 

clerk 

255 

Jackson,  Ernest  B. 

45 

W.  w.  emp. 

Butman,  Elmer  E. 

54 

druggist 

219 

Forster,  Percy  G. 

37 

W.  w.  emp. 

O.  C. 

^  108 

Idice.,  Salvatore 

30 

tailor 

108 

Virealli,  Victor 

23 

machinist 

108 

Jarmartino,  Salvatore 

29 

machinist 

16  McKeni 

112 

Peridier,  Alcide 

62 

W.  w.  emp. 

114 

Peridier,   Rowell  A. 

37 

W.  w.  emp. 

120 

Blaisdell,  Henry  W. 

60 

W.  w.  emp. 

120 

Dolan,  Geo. 

20 

W.  w.  emp. 

0.  C. 
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riouse  l>o. 

iName 

122 

Fuller,  Walter  L. 

45 

W.  w.  emp. 

122 

Kennedy,  Everett 

47 

machinist 

122 

Rogers,  Frank  L. 

26 

chauffeur 

122 

Seested,  Charles  F, 

56 

W.  w.  emp. 

122 

Seested,  Charles  F.,  Jr. 

27 

navy 

130 

Connearney,  Frank 

38 

stableman  • 

130 

Pierce,  Thomas  F. 

33 

salesman 

140 

Ball,  Frank 

39 

W.  w.  emp. 

140 

Jennison,  Elmer  E. 

60 

druggist 

142 

S\%  Augustus  B. 

62 

watchmaker 

142 

Sly,  Walter  J. 

24 

clerk 

144 

Vanderwyck,  Henry 

43 

standard  oil  emp 

148 

Smith,  Arthur  P. 

64 

ITT  _ 

W.  w.  emp. 

148 

Smythe,  T.  Alexander 

42 

W.  w.  emp. 

156 

Morrill,  Henry  M. 

37 

carpenter 

156 

Pridhern,  Robert  A. 

27 

carpenter 

160 

Anderson,  Otis 

47 

TIT 

W.  w,  CO. 

160 

Barker,  Charles  D. 

55 

W.  w.  emp. 

160 

Durfee,  Lionel 

56 

fish  dealer 

160 

Hughes,  Arthur 

42 

W.  w.  emp. 

170 

Drake,  Sidney 

45 

W.  w.  emp. 

170 

Brown,  Walter  S. 

41 

W.  w.  emp. 

180 

Greene,  Clifton  P. 

30 

clerk 

180 

Greene,  William  L. 

63 

W.  w.  emp. 

180 

Thompson,  Charles  L. 

60 

W.  w.  emp. 

188 

Winn,  George  P. 

40 

W.  w.  emp. 

198 

Hildreth,  George  V. 

75 

court  officer 

206 

Yetten,  Carroll  R. 

30 

manager 

206 

Yetfen    Earle  W 

22 

army 

216 

Rauh,  Alfred 

35 

W.  w.  emp. 

218 

Boulton,  John  H. 

39 

W.  w.  emp. 

230 

Torsleff,  Herbert  W. 

47 

laundryman 

242 

Bickford,  Wallace  R. 

43 

salesman 

248 

Landers,  Clyde  L. 

24 

army 

248 

Landers,  Arthur  H, 

25 

W.  w.  emp. 

254 

Clement,  William  D. 

42 

Watch  tool  emp. 

261 

Young,  James  E. 

65 

watchmaker 

MOODY  STREET 

298 

Osborn,  Harry  E. 

35 

W.  w.  emp. 

298 

Johnson,  Bernard  A. 

61 

Metz  emp. 

312 

Welch,  Henry  M. 

41 

foreman 

314 

Monroe,  Fred  J. 

29 

machinist 

314 

Monroe,  John  W. 

78 

shoemaker 

316 

Needham,  Percy 

31 

standard  oil 

318 

Holland,  William 

45 

meat  cutter 

318A  Langille,  Joshua  C. 

29 

laundry 

322 

Rollins,  Thomas  G. 

60 

W.  w.  emp. 

324 

Milner,  Forest  G. 

41 

lumber 

324 

Loynd,  Thomas  B. 

27 

W.  w.  emp. 

326 

Wheaton,  Howard 

26 

machinist 

326 

Coughlin,  Jeremiah 

28 

machinist 

Residence  April  1,  1917 


205  Ash 


O.  C. 


14  Woerd  Ave. 


288  Moody 

o.  c. 

289K  Moody 


9  Tolman 
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Name 

CirrMViH  f  ion 

Residence  April  1 ,  1917 

334 

Hoffses,  Albert 

A(\ 

40 

W.  w.  emp. 

Gardner  &  Chest. 

334 

Austin,   Charles  B. 

68 

W.  w.  emp. 

Garciner  &  Gnest. 

336 

o\                 1      All  i 

Sherwood,  Albert  C. 

56 

W.  w.  emp. 

•2/1 A 

340 

Koys,  l^red  W. 

60 

machinist 

340 

Peters,  Arthur 

oi 
l\ 

W.  w.  emp. 

340 

Osborn,  Harold 

21 

student 

340 

Goddard,  George 

oo 

W.  w.  emp. 

342 

Carter,  Frederick 

57 

clerk 

1  A  A 

344 

Doucette,  Joseph 

Zl 

clerk 

Doucette,  John 

ZO 

finisher 

o44 

Chisholm,  William 

46 

Metz  CO. 

Mclntyre,  Inglison  R. 

'2'? 

carpenter 

Corcoran,  Louis  T. 

26 

plumber 

.500 

Langille,  Linn 

27 

boat  builder 

ooO 

Gallagher,  Edward 

49 

buc.  fac.  emp. 

Fuller,  Alfred 

34 

W.  w.  emp. 

orown  ot. 

Coffin,  Haskell 

39 

baker 

U.  G. 

Rogers,  George 

50 

W.  w.  emp. 

U.  G. 

356 

Burke,  William 

60 

retired 

356 

Chassing,  James 

31 

barber 

"SCO 

o5o 

Schoenberger,  Joseph  A.  38 

shipper 

OOO 

Lingley,  Vernon 

28 

farmer 

U.  G. 

•2 /CO 

368 

Gauthier,  Rowell 

21 

electrician 

'2 /CO 

Gauthier,  Joseph 

50 

superintendent 

o6o 

Towne,  Frank  S. 

40 

restaurant 

oOo 

Bishop,  Harold  T. 

31 

Metz  emp. 

JoO 

Arnold,  Charles  R. 

54 

foreman 

Williamson,  Fred  H. 

44 

w.  emp. 

oy6 

Jensen,  Alexander 

25 

Metz  emp. 

zl6  KoDDins 

/inn 

Williams,  Chester  M. 

26 

paper  hanger 

32  Crescent 

4111; 

Vinal,  Earl  W. 

26 

watchmaker 

A(\A 

404 

Wolf,  Charles  H. 

59 

bookkeeper 

4U4 

Sinclair,  Warren 

52 

real  estate 

406 

Quinn,  Joseph 

49 

provision  dealer 

410 

Holman,  Olaf 

27 

W.  w.  emp. 

/IK 

416 

Bomengen,  John 

35 

W.  w.  emp. 

/I  1  o 

41o 

Marshall,  Albert  S. 

35 

W.  w.  emp. 

/199 
4ZZ 

Ryberg,  Sven 

51 

laborer 

/too 
422 

Ryberg,  John 

23 

mill  hand 

4ZZ 

Ryberg,  Carl  A. 

32 

mill  hand 

4J4 

Sanderson,  Howard  0. 

29 

messenger 

A  1A 

4o4 

Sherwood,  Luke  C. 

26 

TT      O  1 

U.  b.  arsenal 

33  Chester  Av. 

Sanderson,  Penberthy 

51 

W.  w.  emp. 

434 

Andrews,  Frank  H. 

42 

W.  w  emp. 

0.  C. 

434 

Colburn,  Charles  E. 

25 

jewel  maker 

440 

Bicknell,  Harry  V. 

48 

reporter 

442 

Southwick,  Clarence  L 

48 

machinist 

450 

Russell,  Jed  J. 

48 

W.  w.  emp. 

452 

Bradshaw,  John  F. 

31 

chauffeur 

452 

Watts,  George  R. 

34 

W.  w.  emp. 

456 

Darby,  Fred  J. 

48 

clock  maker 
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No. 

Name 

Age 

Occupation  F 

esidence  April  1,191 

458 

McKenna,  William  F 

58 

police  officer 

464 

MacNeill,  Harris  L. 

38 

Metz  emp. 

12  Robbins 

468 

Eckhardt,  Ernest  E. 

31 

machinist 

72  Brown  St. 

468 

Bigelow,  Elish  C. 

75 

shoemaker 

MYRTLE  STREET 

15 

Rrr>\»7pr      H  mnrv  T~T 

62 

clerk 

17 

JDUbWCll,      VV  lllld.111     X  . 

51 

T 11  fn  t  fn  T*p  riPQlpi- 

23 

T<*rJ'77P>11     \A/i11mm  i 

X  1  lZ.Z,CHj       VV  lllldlll      X  . 

54 

supt. 

25 

IV/Tni-ric  AlKprt 
iVlUI  1  ii>,     YvliJCl  L 

49 

WdLl^lllUdlvd 

25 

iVl  Ulils,  jdiiica 

79 

J  oblDer 

27 

1-Tnlcfrnn  Tiilmc 

28 

natfprti  makpr 

[^Cll.l,\-l  11  llldlVV^l 

10  Beach 

27 

T?r>cpnniiict  (~^Qrl 

Xv^JoCll^LiloLj    V^dl  1 

25 

Hood  riibbfr  ro 

33 

A/f  a     1  n  cr^n      A  vtf^l 

38 

grocer 

33 

i-/OrensLOii,  wsccir 

20 

clerk 

O.  C. 

37 

oicwart,  J  as.  xv. 

48 

X  L\j\jW    1  LllJUCl  cu. 

45 

Driguen,    vvarrcii  r\. 

55 

PQi-r^pn^pi- 

V-dl  pell  LCI 

45 

IJI  IgQCll,    XZ/dl  1     VV  . 

20 

mppli  a  n  IP 

illV'V^llClillv^ 

47 

otraiLOii,  v^arji 

47 

VV  .   w .  cii  ip. 

47 

vveijSLer,  r^ranK 

VV.  w.  emp. 

o.  c. 

49 

X-/1  CVV,     XI  \ZK1  1-4, 

63 

nookkppnpr 

51 

-L/UCK,     VV  lllld.111 

4^? 

clerk 

53 

IvUIlg,  JdlllCa 

etz 

Chestnut 

55 

Wd.K.CS,     X:<UW111  X-v. 

47 

IdUiJl  CI 

57 

rVlltll,    VJCUI  gC  Hi. 

\A/       Wl  PlVlf^ 

VV .  w.  emp. 

61 

Rilic  Fflwarri 

XDHlS,  X-<QVVd.lU 

47 

Ml  IP       TOP  Pl^f^ 

(JUL-.    IdC  Cllip. 

Highland  St. 

63 

X  tjllillily      XJy\-lVvlll  V_J. 

34 

1  pwplpr 

65 

1*11  tT  ti  pt*  Tviirir^lT^n 
X J  1  LlilllCi  f  XvLlUUl^Jll 

52 

\A/     \KT  pmr» 
V  V  .   w .  ciiip. 

89 

T  Por*V>      H  fo  tllr  WI 
J_<Cd.i-Il,    X  1  dllK.  VV. 

S4 

pdlllLCl 

89 

iViacKenzie,  v^^oiiii  u. 

emery  wh.  emp. 

91 

niprlViill  AlfrprI 

VjrlCUlilll, 

1  oreman 

88  Taylor 

95 

nomer,   rxaroiQ  Lv. 

?? 

W.  w.  emp. 

95 

xxomer,  j_,oriii 

stock  clerk 

97 

\A/itTti     A  rt  Villi-  T-T 

VV  11111,    /vl  LllUl  IT. 

ijooKKeeper 

97 

Winn,  Harold  C. 

39 

machinist 

99 

Morley,  William  H. 

56 

machinist 

103 

McCollester,  John  F. 

45 

grocer 

109 

Mannie,  Harold  M. 

22 

machinist 

128  Adams 

109 

Kelly,  Thomas 

59 

moulder 

Alder  St. 

109 

Bing,  Charles  F. 

33 

Metz  emp. 

216  W.  Dale  St. 

109 

Hutchinson,  Frank  S. 

32 

machinist 

0.  C. 

109 

Hutchinson,  Delbert 

L.  38 

machinist 

62  Myrtle 

109 

Kelly,  John 

35 

moulder 

Alder  St. 

113 

Staples,  LeRoy  S. 

65 

w.  f.  emp. 

115, 

Parker,  William  S. 

33 

W.  w.  emp. 

115 

Rankin,  Fred 

48 

electrician 

119 

Stanley,  Charles  E. 

62 

watchmaker 

40  Alder 

117 

Robbins,  Chester  C. 

33 

machinist 

119 

Graves,  Edward  H. 

54 

janitor 

60  Cushing 

129 

Bacon,  Theodore  F. 

61 

W.  w.  emp. 

129 

Lombard,  Lawrence 

23 

manager 

100  Prospect 

152 
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House  No. 

Name  Age 

Occupation 

Residence  April  1 , 

135 

Allen,  Wentworth 

4/ 

meat  cutter 

137 

Wilbur,  riarold  1. 

7^ 

bookkeeper 

139 

Millen,  Howard  C 

32 

W.  w.  emp. 

141 

Parsons,  brnest  U. 

A  C 

lumber 

143 

1  ubbs,  r  rank  A. 

"lA 

o4 

electrician 

145 

Lally,  Henry 

machinist 

145 

Lally,  Joseph  F. 

97 

engineer 

147 

1  nornburg,  Lreorge  W. 

oo 

foundryman 

149 

Whipple,  Dana 

ICS 

oy 

druggist 

149 

bmythe,  John  K. 

AO 

engineer 

194  Chestnut 

153 

Briggs,  George  A. 

oy 

produce  merchant 

155 

Daniorth,  Albert  1. 

1^ 
ol 

chauffeur 

157 

Colloton,  J.  Ldmund 

9/1 
Z4 

gas  CO. 

119  Myrtle 

157 

11     J-              T     1  „ 

Colloton,  John 

jy 

W.  w.  emp. 

1  1  n  A  /T  J.1 

119  Myrtle 

157 

Colloton,  Wm.  J. 

97 
Z/ 

clerk 

119  Myrtle 

159 

Conolly,  Morris 

ZD 

garage 

159 

O  Neil,  William  J. 

•37 

o/ 

salesman 

66 

Shawfus,  Fred  A. 

OZ 

painter 

68 

Swanson,  Arthur 

97 
Z/ 

machinist 

72 

Crabtree,  Coleman 

sea  captain 

72 

Crabtree,  Paul 

zo 

W.  w.  emp. 

80 

Allspach,  Charles 

90 

zy 

watchmaker 

/4  Myrtle 

80 

Beattie,  John  H. 

90 
zy 

provisions 

80 

Carroll,  Charles  E. 

ZO 

r>.  &  M.  r.  r. 

Cedar  bt. 

80 

Mooney,  Chas.  J. 

94 
Z4 

manager 

84 

Sweester,  Lester  H. 

ZO 

machinist 

182  Chestnut 

86 

Cavanaugh,  T.  Frank 

AQ 
4o 

painter 

86^  Home,  William  F. 

01 

lather 

88 

Quigley,  John 

Ol 

plumber 

90^4  Myrtle 

901^  Long,  George  F. 

ol 

carpenter 

O.  C. 

90 

Somerset,  Nelson  L. 

49 
4Z 

W.  w.  emp. 

92 

Clough,  Milford  C. 

A9 
DZ 

prov.  dealer 

92 

Mitchell,  Clarence  T. 

00 

auto 

96 

Faulkner,  Claude  H. 

AA 

44 

W.  w.  emp. 

100 

McMath,  Hugh 

04 

jewel  maker 

96  Myrtle 

102 

Linthwaite,  Matthew  G. 

•27 
0/ 

dial  maker 

104 

Mahan,  Edward  S. 

"21 
Ol 

W.  w.  emp. 

106 

McBride,  Charles 

Af\ 

4U 

dial  maker 

Hall  St. 

108 

Kyte,  Thomas  H. 

oo 

p.  o.  clerk 

120 

Ahern,  WiUiam 

90 

zy 

pencil  pointer 

120 

Currin,  James  W. 

OC 
ZO 

buc.  fac.  emp. 

120 

Morton,  George 

7n 

w.  f.  emp. 

120 

Morton,  Herbert  R. 

46 

machinist 

120 

Murph}/,  James  F. 

37 

W.  w.  emp. 

120 

Trask,  Wallace  A. 

47 

motorman 

126 

Scribner,  Ray  G. 

31 

mechanic 

130 

Roberts,  Lee  L. 

47 

W.  w.  emp. 

Robbins 

132 

Bryant,  Clifford  H. 

29 

salesman 

138 

Allen,  Wentworth  H. 

23 

bookkeeper 

135  Myrtle 

140 

Patterson,  Darwin  D. 

30 

druggist 

142 

Kohl,  John  W. 

42 

letter  carrier 
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/-\ge 

CJ^^  1 1  n  A 1 1  n  n 
v_/ u  L/ a  I  i  V/ 1 1 

146 

Butterfield,  Eugene  M. 

61 

grocer 

Butterfield,  James  M. 

W.  w.  emp. 

150 

True,  G.  Leroy 

37 

gas  CO.  emp. 

152 

Evans,  Edward  W. 

70 

W.  w.  emp. 

154 

Straus,  Nathan 

24 

manager 

154 

Rix.  Let  A. 

38 

manager 

156 

Lucke,  Berhard 

39 

W.  w.  emp. 

158 

Clough,  Milford  J. 

31 

W.  w.  emp. 

160 

Richardson,  Lincoln 

61 

W.  w.  emp. 

164 

Whigham,  John 

37 

hor.  school 

Residence  April  I,  1917 


109  Myrtle 


NEWTON  STREET 


392 

Benson,  Carl  E. 

47 

car  inspector 

392 

Benson,  Carl  H. 

22 

clerk 

392 

Benson,  Charles  B. 

43 

welter 

378 

Lincoln,  Charles  H. 

47 

insurance 

376 

Burrill,  Frank  H. 

60 

motor  spec. 

374 

Brown,  Walter  F. 

62 

watchmaker 

354 

Fulton,  Pryor 

58 

coal  dealer 

350 

Elliott,  Ernest  H. 

36 

driver 

350 

Gill,  Robert  E. 

28 

machinist 

346 

French,  Carl  M. 

38 

W.  w.  emp. 

338 

Harrington,  WilHam 

W.31 

machinist 

334 

Fahey,  James  L. 

39 

w.  f.  emp. 

330 

Batstone,  Charles  E. 

25 

machinist 

330 

Murphy,  John  S. 

51 

W.  w.  emp. 

328 

Golden,  Patrick 

48 

mill  hand 

326 

Danforth,  Ernest  N. 

39 

chauffeur 

324 

Pugsley,  Roland  L. 

40 

W.  w.  emp. 

318 

Frye,  Royal  M. 

27 

instructor 

309 

Pierce,  Wm  A.,  Jr. 

35 

manager 

311 

Helm,  Frederick  G. 

55 

blacksmith 

315 

Burke,  Joseph  F. 

32 

woodworker 

319 

Page,  Henry  N. 

51 

machinist 

325 

Archembeau,  Joseph 

71 

builder 

329 

Goss,  Francis  M. 

55 

machinist 

337 

Goode,  George  S. 

32 

W.  w.  emp. 

339 

Pride,  William  C. 

46 

tel.  ex. 

349 

Bailey,  George  F. 

60 

supt.  screw  fac. 

379 

Clark,  Adelbert  F. 

32 

W.  w.  emp. 

381 

Jones,  Alfred  A. 

36 

bleachery  emp. 

389 

Farr,  Thomas 

47 

nurse 

391 

Roach,  John  B. 

35 

plasterer  • 

399 

Pratt,  William  A. 

79 

carpenter 

399 

Spencer,  Albert  E. 

46 

machinist 

PARMENTER  ROAD 

19 

Hanagan,  Philip  D. 

50 

barber 

21 

Brouillette,  Edgar 

26 

carpenter 

21 

Brouillette,  Herman 

30 

r.  r. 

21 

Brouillette,  William 

25 

chauffeur 

Myrtle  St. 


25  Fern 


154 
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House  No.  Name  Age    Occupation  Residence  April  1 ,  1 9 1 7  B 


27 

Streeter,  Louis  A. 

39 

W.  w.  emp. 

35 

Marsh,  Henry  R. 

36 

clerk 

37 

Pike,  J.  Harold 

28 

ins.  broker 

39 

Thornburg,  Guy  F, 

36 

foundryman 

41 

Thomas,  Edgar 

33 

watch  factory 

43 

O'Donnell,  Edward  B. 

32 

inspector 

45 

Borgeson,  Einer 

30 

W.  w.  emp. 

47 

Gilson  Frank  A. 

34 

mill  hand 

47 

Gilson,  John  J. 

23 

teamster 

49 

Harron,  Clyde  1. 

29 

laundry 

Clematis 

61 

Bain,  Wm.  C. 

32 

salesman 

61 

Barnes,  Barton  S. 

56 

salesman 

81 

Read,  Robert  H. 

37 

W.  w.  emp. 

111 

Tuttle,  Charles  J. 

35 

draughtsman 

48 

Heft'ernan,  George  L. 

54 

laborer 

50 

Connors,  Dominick  E. 

49 

foundryman 

50 

Connors,  Frank 

24 

U.  S.  arsenal 

ROBBINS  STREET 

lio 

Jordan,  Raymond 

30 

W.  w.  emp. 

0. 

C. 

115 

Howard,  Horace  W. 

55 

engineer 

117 

Wright,  Walter 

21 

meat  clerk 

Bemis  Av. 

11  ( 

Brewin,  Henry  G. 

36 

W.  w.  emp. 

■tin 
11  i 

Neil,  James 

43 

optician 

117 

Fish,  Sohman 

20 

W.  w.  emp. 

-I  1  n 

iiy 

Atwood,  Winslow  P. 

64 

W.  w.  emp. 

119 

Atwood,  Frederick  W. 

36 

merchant 

1  1  Q 

lly 

Doe,  Ernest  I. 

39 

engineer 

1  9Q 

Copps,  Albert  H. 

54 

W.  w.  emp. 

loo 

Burdett,  Albert  B. 

55 

foreman 

O. 

C. 

1  Q  Q 
loo 

Kean,  Lawrence  E. 

58 

W.  f.  emp  . 

64 

Hall 

1  QQ 

loo 

Burdett,  Roy  A. 

29 

army 

O. 

C. 

loo 

Brown,  Harry  W. 

58 

janitor 

loy 

Dent,  Raymond  E. 

40 

W.  w.  emp. 

1  Q  Q 

loy 

Shepherd,  William  J. 

43 

W.  w.  emp. 

ley 

Handrahan,  Albert 

25 

W.  w.  emp. 

1/11 
141 

Dougherty,  John  R, 

45 

p.  0.  emp. 

1/11 

Wilson,  Harry  R. 

40 

W.  w.  emp. 

O. 

C. 

145 

Mott,  Albert  A. 

43 

telegrapher 

147 

Morse,  Stephen  H. 

48 

mill  hand 

149 

Fleming,  Paul  E. 

23 

bookkeeper 

151 

Tracey,  Jas.  J. 

38 

milkman 

153 

Smith,  Ray 

50 

motor  spec. 

o. 

C. 

171 

Young,  Harold  L. 

22 

army 

171 

Young,  Milton  J. 

48 

merchant 

177 

Townsend,  Harry  A. 

45 

watchmaker 

179 

Kempton,  John 

30 

W.  w.  emp. 

Adams  St 

1811/2  Hapgood,  Wesley  G. 

38 

carpenter 

183 

Wellington,  Horatio 

69 

W.  w.«Bmp. 

183 

Wellington,  Robert  H. 

28 

W.  w.  emp. 

187 

Downs,  William  H. 

64 

driver 
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House  No.            Name  Age  Occupation 

187  Downs,  Nathaniel  E.  23  teacher 

189  Haron,  Fted  L.  34  watchmaker 

191  Ronkansen,  August  61  Metz  emp. 

191  Ronkansen,  Geo.  29  Metz  emp, 

193  Hunt,  Jesse  A.  23  W.  w.  emp. 

199  Ayles,  James  29  clerk 

201  French,  Harry  L.  38  lawyer 
215  Sundquist,  Carl  O.  44  auto  shop 

215  Tracy,  John  W.  45  W.  w.  emp. 
217  Patterson,  Harry  L.  36  engineer 
227  Glaypole,  Arthur  H.  30  W.  w.  emp. 
235  Snow,  George  C.  43  W.  w.  emp. 
237  Barrows,  Lester  M.  36  W.  w.  emp. 
239  Jacobson,  Anders  J.  73  buc.  fac.  emp. 
239  Venblad,  Nils  29  W.  w.  emp. 
249  Bowers,  Samuel  52  machinist 
251  Fernald,  Alvin  E.  41  W.  w.  emp. 
251  Fernald,  Austin  27  merchant 
253  Milkins,  Alonzo  L.  66  W.  w.  emp. 
257  Annis,  Albert  B.  52  W.  w.  emp. 
265  Everett,  George  H.  24  motor  cycle 
265  Fernald,  H.  L.  36  W.  w.  emp. 
267  Brown,  Willis  F.  50  W.  w.  emp. 
120  Spaulding,  Herbert  H.  59  W.  w.  emp. 
138  O'Brien,  James  H.  54  W.  w.  emp. 
140  Doucette,  Alfred  37  W.  w.  emp. 
140  Guiney,  FYank  23  W.  w.  emp. 
144  Curran,  Peter  B.  27  W.  w.  emp. 
144  Simmons,  William  W.  54  W.  w.  emp. 
146  Ruggles,  Charles  W.  59  watchmaker 
154  Ellison,  Leroy  A.  37  telephone 
154  Kehoe,  Francis  F.  25  W.  w.  emp. 
156  Aldrich,  Carroll  L.  55  watchmaker 
176  Carlson,  Magnus  74  carpenter 

176  Jewett,  Arthur  C.  34  watchmaker 

178  Grogan,  Fred  J.  24  machinist 

180  Gogan,  Maxim  E.  48  Metz  emp. 

182  Willis,  Frank  A.  51  grocery  clerk 

186  Jones,  Muaskery  E.  27  W.  w.  emp. 

186  Wallace,  William  A.  21  W.  w.  emp. 

186  Brophy,  Thomas  35  W.  f.  emp. 

186  Leaf,  Theodore  30  mason 

192  Freeman,  George  H.  47  druggist. 

194  Hedlund,  Fritz  56  W.  f.  emp. 
196  Clark,  Wallace  E,  45  watchmaker 

200  Badger,  Geo.  F.  29  machinist 
206  Innes,  John  C.  25  druggist 

202  Clapp,  Fred  R.  34  W.  w.  co. 
206  Innes,  Wilimm  H.  51  chauffeur 
214  Fisher,  Frank  B.  49  watchmaker 

216  Ball,  William  C.  55  W.  w.  emp. 
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Residence  April  1,  1917 


Washington  Av. 


O.  C. 


O.  C, 


Brown 


O.  C. 
Derby 


Hammond  St. 
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No.  Name  Age  Occupation 

224    Curtin,  Thomas  I.  57  foundry 

256    Wentworth,  Galen  F.      25    W.  w  emp. 


Residence  April  1,  1917 


Moody  St. 


TOLMAN  STREET 


2 

Lynch,  James  J. 

32 

W.  w.  emp. 

4 

Thompson,  Arthur  H. 

53 

painter 

9 

Sweet,  Sidney  C. 

31 

druggist 

11 

Bellis,  Edward 

59 

W.  w.  emp. 

52 

Locke,  Ernest  L. 

36 

ins. 

21 

Crafts 

58 

Bowman,  David 

73 

foreman 

58 

Coolidge,  John  E. 

43 

undertaker 

UNDERWOOD 

PARK 

8 

Whittaker,  James 

43 

manager 

10 

Campbell,  Edw.  F. 

38 

W.  w.  emp. 

12 

Pickett,  Charles  A. 

46 

contractor 

12 

Pickett,  George  A. 

20 

jeweler 

12 

Hoffman,  Frank  J. 

31 

bookkeeper 

14 

Wyman,  Forrester  S. 

34 

watchmaker 

16 

Otis,  Alvah 

59 

Pencil  CO. 

18 

Hanna,  H.  Archer 

45 

W.  w.  emp. 

11 

Toher,  Clifford 

28 

machinist 

0. 

C. 

11 

Loynd,  Herbert 

25 

watch  factory 

11 

Fox,  James  L. 

26 

machinist 

15 

Young,  Clifford  H. 

22 

bookkeeper 

Turner  St. 

11 

McBride,  John  J. 

27 

baker 

17 

Howes,  Joseph  A. 

2,5 

Atlas  chem.  co. 

Turner  St 

21 

Pollay,  Edgar  S. 

58 

W.  f.  emp. 

23 

Williams,  James  H. 

34 

W.  f.  emp. 

WADSWORTH  AVENUE 


12 

Bailey,  Earl  M. 

30 

12 

Hunter,  Raymond  A. 

22 

18 

Langille,  Henry  A. 

44 

20 

Hinman,  Frederick  W. 

51 

24 

Swett,  Rollins  H. 

78 

30 

Sprott,  John  H. 

51 

32 

Howard,  Tupper  J. 

55 

36 

Metcalf,  George  E. 

55 

38 

Bishop,  Arthur  B. 

39 

42 

Winterhalter,  William 

46 

48 

Patten,  Roland  W. 

37 

50 

King,  Robert  W. 

26 

50 

King,  Alfred  H. 

52 

54 

Thomason-Evans,  John 

49 

13 

Greenway,  Edw.  M. 

25 

13 

Greenway,  George  G. 

24 

13 

Greenway,  Thomas 

57 

13 

Greenway,  Henry  Wm.  22 

17 

Hager,  George  L. 

35 

23 

Mears,  George 

82 

machinist 
Metz  emp. 
w.  f.  emp. 
machinist 
clerk 
machinist 
W.  w.  emp. 

W.  w.  emp.         30  Wadsworth 

W.  w.  emp.  151  Robbins 

W.  w.  emp. 

W.  w.  emp. 

clerk 

machinist 

W.  w.  emp.        Brown  St. 
j  eweler 

army  (w.  f.  emp.) 
w.  f.  emp. 
jeweler 

Maynard  theatre  O.  C. 
carpenter  » 
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nouse  i>o. 

iName 

Age 

C^ccupation 

29 

Buzzell,  Paul 

25 

clerk 

on 
29 

Buzzell,  Lnarles  r. 

laundry 

33 

Beckwith,  George  F. 

48 

p.  0.  carrier 

35 

Chaddock,  William  B. 

53 

w.  f.  emp. 

43 

Stephens,  John  F. 

30 

machinist 

43 

Sabean,  Ashby 

43 

w.  f.  emp. 

47 

Grant,  Carl  B. 

24 

steam  fitter 

47 

Grant,  Charles  L. 

58 

W.  w.  emp. 

49 

Everett,  Harry  L. 

35 

machinist 

51 

Soule,  Henry  W. 

37 

machinist 

57 

Kilgore,  Jarvis  M. 

68 

foundry  emp. 

Residence  April  I,  1917 


Brown  St. 


Lowell  St. 


WASHINGTON  AVENUE 


12  Weston,  Henry  B. 

16  Evans,  Albert 

18  Whittier,  Fred  D. 

22  Morley,  William 
26  Seymour,  George 
28  Hunt,  Howard  E. 
30  Gordon,  Earl  A. 
38  Fisher,  Frank  P. 
38  Small,  William  A. 
38  Wilson,  Ralph 

44  Chiasson,  Gilbert 

44  Veno,  Edward 

46  Thompson,  Robert 

48  Pierce,  Walter  A. 

48  Keeney,  William  A. 

54  Winkley,  Frank  H. 

56  McLoon,  William  G. 

70  Renolds,  Raymond  P. 

80  Haynes,  Jesse  P. 

80  Haynes,  Russell  A. 

84  Hodges,  E.  Forrest 

84  Hodges,  George  W. 

88  Robinson,  Charles  A. 

90  Fogg,  Ernest  T. 

96  Davis,  John  F. 

104  Bisbee,  Harry  K. 

13  Doran,  Alfred,  Jr. 
15  Carton,  Henry  L. 

15  Wakefield,  Wilber  F. 

17  Bond,  Charles  S. 
17  Todd,  Fred  W. 
17  Bond,  Earle  S. 

23  Dolber,  Raymond  S. 
35  Bickford,  James  R. 
35  Pattison,  Robert  B. 
35  Skillin,  Erving  J. 

37  Gerritson,  Walter 

37  Mitchell,  Walter  A. 


53  w.  f.  emp. 

35  publisher  79  Brown 

59  w.  f.  emp. 
71  w.  f.  emp. 
34  laundry 

28  machinist 

29  W.  w.  emp. 
61  W.  w.  emp. 

64  W.  w.  emp. 
22  clerk 

29  machinist  134  Myrtle 

34  W.  w.  emp.  55  Chestnut 
57  B.  m.  CO.  foreman 

30  cabinet  maker 
38  W.  w.  emp. 
45  postal  clerk 

60  retired 

42  W.  w.  emp.         O.  C. 

55  W.  w.  emp. 

21  W.  w.  emp. 

22  W.  w.  emp. 
49  machinist 
38  W.  w.  emp. 
52  trav.  salesman 

65  W.  w.  emp. 

49  foreman 
45  gardener 

47  meat  cutter         Moody  St. 

26  W.  w.  emp. 

50  W.  w.  emp. 

35  W.  w.  emp. 
21  army 

30  city  auditor 

75  W.  w.  emp. 

33  minister 

45  W.  w.  emp.  O.  C. 

57  W.  w.  emp. 

37  machinist 
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House  No. 

Name 

Age 

Occupation 

V7 

Of 

Tyler,  George  G. 

9A 

bookkeeper 

Towan,  Joseph  T. 

R1 

retired 

'41 

Cook,  Cecil  J. 

Do 

salesman 

Ivawrence,  Arthur  B. 

CI 
jl 

W^.  w.  emp. 

'^D 

Lawrence,  Harold  R. 

clerk 

AQ 

Janes,  Charles  B. 

student 

AQ 

Janes,  Harold  B. 

91 

student 

AQ 

Janes,  John  E. 

prov.  dealer 

Doane,  John  R. 

Do 

builder 

O/ 

jj.aiLye,  vviiiiam  vv. 

o4 

W.  w.  emp. 

75 

Allen,  John  M. 

49 

ship  captain 

79 

Williams,  Myron  C. 

45 

manager 

81 

Fernald,  George  H. 

36 

machinist 

81 

Fernald,  George  W. 

66 

retired 

81 

Fernald,  John  M. 

26 

electrician 

83 

Cushman,  Ernest  W. 

45 

W.  w.  emp. 

87 

Caswell,  Fred  L. 

46 

lumber 

91 

French,  Frederick  B. 

47 

W.  w.  emp. 

95 

Smith,  Wallace  W. 

37 

W.  w.  emp. 

101 

Folsom,  Eugene  L. 

asst.  gen.  mgr.  W 

Residence  April  1,  1917 

4  Warren  Av. 
4  Warren  Av. 


CITY  OF  WALTHAM 

WARD  6 


List  of  All  Persons  Resident  in  Ward  6,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

PRECINCT  2 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


ADAMS  STREET 


House  No. 

Name 

Age 

Occupation 

Residence  April  I,  1917 

146 

Rector,  Walter  B. 

28 

bookkeeper 

146 

Rector,  James  F. 

55 

carpenter 

148 

Stone,  Arthur  L. 

50 

health  bd.  agt. 

148 

Wood,  William  H. 

35 

E.  Howard  w.  co.  Prospect  St.  Ave. 

154 

Pelkey,  William  E. 

71 

painter 

156 

Fuller,  Charles  J. 

62 

W.  w.  CO. 

156 

Perry,  Paul 

22 

W.  w.  CO. 

147  Crescent 

166 

Hicks,  George  S. 

54 

W.  w.  CO. 

O.  C. 

168 

Hooban,  Edward 

36 

W.  w.  CO. 

170 

Copeland,  Augustus 

52 

janitor 

172 

Wiley,  Norman  C. 

27 

draftsman 

172 

Wiley,   Merritt  C. 

55 

W.  w.  CO. 

172 

Davidson,  George 

35 

screw  fact. 

313  Crescent 

172 

Davidson,  Arthur 

45 

buck  fact,  emp 

313  Crescent 

172 

MacNeil,   John  R. 

24 

ins.  agt. 

172 

MacNeil,  Ronald  J. 

54 

W.  w.  CO. 

172 

Cote,  Alphonse  J. 

28 

Metz  CO. 

174 

Doll,  Ambrose 

28 

W.  w.  CO. 

174 

Potts,  Thomas  A. 

45 

shipper 

174 

Robinson,  Robert 

35 

machinist 

i6o 
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No. 

Name 

Age 

Occupation 

188 

Raines,  Albert  W. 

36 

machinist 

1881/2  Ber^n,  0. 

55 

buc.  fact,  emp 

190 

Webb,  Henry  B. 

67 

W.  w.  CO. 

1901/3  Alward,  Henry  V. 

28 

molder 

1921/2  Littlefield,  Charles 

E.  68 

machinist 

1921/2  Littlefield,  Edgar 

31 

expressman 

194 

Shample,  Patrick  W. 

25 

carpenter 

198 

Martin,  Frank  F. 

69 

manufacturer 

210 

Handle,  Edwin 

43 

W,  w.  CO. 

212 

0' Clare,  Wilfred  U 

38 

meat  cutter 

214 

Hicks,  Thomas 

31 

machinist 

216 

Barker,  William  A. 

68 

music  teacher 

218 

Olney,  Albert  H. 

41 

W.  w.  CO. 

220 

Considine,  James  D. 

35 

laundry 

230 

Hope,  George 

62 

foreman 

139 

Beebe.  Walter  L. 

55 

expressman 

139 

Coffin,  Edgar  H. 

67 

W.  w.  CO. 

145 

Collins,  John  J, 

26 

W.  w.  CO. 

145 

Homberger,  Richard 

31 

W.  w.  CO. 

145 

Wall,  Charles  H. 

67 

W.  w.  CO. 

145 

Smith,  Corydon  S. 

76 

retired 

149 

Bell,  Thomas  J. 

41 

painter 

149 

Whitman,  Monroe  M. 

65 

laborer 

149 

McDonald,  Lorenzo 

37 

machinist 

153 

Sever,  Harry 

36 

W.  w.  CO. 

153 

Armstead,  Leonard 

41 

W.  w.  CO. 

153 

Fawson,  Samuel 

53 

W.  w.  CO. 

153 

Hughes,  Edward 

26 

W.  w.  CO. 

153 

Kay,  Herbert  C. 

37 

Metz  CO. 

153 

Steaver,  Charles  G. 

24 

machinist 

169 

Bannan,  0.  Harold 

25 

Metz  CO. 

169 

Karlberg,  John  J. 

31 

W.  w.  CO. 

169 

Nutting,  George  E, 

66 

machinist 

173 

Bent,  Frederick  H. 

50 

bank  teller 

177 

White,  Frank  A. 

56 

machinist 

179 

Hunt,  George  A. 

36 

W.  w.  CO. 

185 

Lavers,  Harry 

45 

machinist 

187 

Cossaboom,  Chipman  M.54 

milkman 

187 

Cossaboom,  Clarence  0.32 

milk  dealer 

195 

Johnson,  Oscar  0. 

33 

machinist 

197 

Kilms,  August 

41 

W.  w,  CO. 

199 

Walker,  Merton  T. 

37 

coal  CO. 

205 

Phillips,  Henry  A. 

38 

lunch 

207 

Bachelder,  Hugh 

35 

machinist 

211 

Baker,  Mark  B. 

71 

retired 

207 

Leslie,  George  E. 

21 

machinist 

211 

Durgin,  Charles  W. 

71 

salesman 

215 

Abbott,  William  H. 

76 

retired 

215 

Butler,  Samuel  A. 

68 

storekeeper 

216 

Cooper,  Silas  A. 

61 

market 

221 

Wilkins,  Fred  D. 

45 

W.  w.  CO. 

17  Robbins 


168  Prospect 


16  Wash.  Ave. 


22  Brown 


O.  C. 
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House  No.  Name 

221    Henson,  William 
225    Keeman,  Harold  C. 


Age  Occupation 
64  W.  w.  CO. 
31    CJock  CO.  emp 


i6i 

Residence  April  I,  1917 


ASH  STREET 


17 

Webster,  Clarence  L, 

58 

dial  painter 

21 

Stevens,  Charles  E. 

21 

auto  trimmer 

21 

Stevens,  William  E. 

48 

W.  w.  CO. 

21 

Stevens,  William  W. 

24 

machinist 

25 

Melanson,  Joseph 

47 

carpenter 

27 

Ogdon,  Percy  L. 

31 

W.  w.  CO. 

27 

Wells,  John  S. 

79 

meat  cutter 

2TY2  Hanley,  James 

50 

foundryman 

29 

Mills,  Willis  C. 

48 

W.  w.  CO. 

35 

Rowland,  Daniel  0. 

72 

W.  w.  CO. 

47 

Sears,  Henry  S. 

52 

buc.  fac.  emp. 

49 

Rupp,  INIalcolm 

22 

U.  S.  navy 

49 

Rampley,  Harry 

28 

U  S.  navy 

0  X 

Clasby,  Frank  J. 

47 

machinist 

51 

Clasby,  Daniel  J. 

70 

retired 

Oo 

Peterson,  Carl 

50 

W.  w.  CO. 

53 

Bolds,  Joseph 

40 

W,  w.  CO. 

61 

INTcCormack,  Daniel 

32 

W  w.  CO. 

63 

Leonard,  Walter 

27 

Hood  rub.  co 

05 

Kelly,  George  P. 

58 

machinist 

'!T 

Dean,  Francis  H. 

38 

W.  w.  CO 

73 

Spilon,  Fred  H. 

36 

Cdi     tJ  CaI  Ll 

75 

Thomas,  Stephen  A. 

44 

W.  w.  CO. 

77 

Berman,  Martin 

35 

Metz  CO. 

81 

Bryant,  Leon  R. 

47 

W.  w.  CO. 

81 

Bishop,  Ernest  G, 

26 

clerk 

83 

Conners,  John 

34 

mechanic 

83 

Sundelius,  Arthur 

26 

W.  w.  CO. 

87 

Fitzpatrick,  Edward  T.  51 

polisher 

87 

Kierstead,  Michael 

82 

retired 

89 

Smith,  Christopher 

45 

machinist 

91 

Morse,  Abijah  A, 

77 

W.  w.  CO. 

93 

Morse,  Wlllard  W. 

76 

W.  w.  CO. 

99 

Rodgers,  George 

47 

W.  w.  CO. 

99 

Campbell,  Thomas  P. 

49 

W.  w.  CO. 

BROWN  STREET 

18 

Conley,  Charles  N. 

36 

Metz  Co. 

32 

Silman,  Ralph  A. 

33 

W.  w.  CO. 

32 

Silman,  William 

68 

machinist 

38 

Taylor,   Ernest  W. 

57 

W.  w.  emp. 

40 

Bazley,  Leroy  E. 

32 

electrician 

60 

Bryson,  Fred 

32 

mason 

66 

Randies,  Joseph 

86 

dial  painter 

68 

Stott,  Thomas  E. 

66 

watchmaker 

72 

Lewis,  Edward  F. 

55 

W.  w.  CO. 

74 

Chamberlain,  George  W.57 

W.  w.  CO. 

77  Gushing 


l62 
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House  No. 

Name 

Age 

Occupation  Resic 

SO 

U  i 

fnlrm  a  Vpr 
Wet  L»l^llllictxvc;i 

ivicrvnarewb,  nerueri 

QO 

Ow 

xy\  o  r*  nil    i  Qi* 

irarKS,  i-zyiu'dii 

91 

V  V  .    W .  \^KJ. 

CO 

Draper,  George 

Ol 

WT    "ixf  r*r* 

VV  .    W .  V_v/. 

CO 

Johnson,  Charles 

oU 

maLiiiiiibij 

CO 

McClough  W^illiam 

QO 
oU 

VV  .  w.  cu. 

omaii,  v^iiaii'cb  n/. 

74 

Czl 

L/Oiiins,  J .  j'O'sep'ii 

4*? 

clerk 

CA 

'  1  ^Vi  /^yr"^  r\ c^/~\r~i       Va*  /*i  Tiro  TTi 

1  nompson,  n/QwaiQ 

4fi 

WT    "wf  r^r\ 

VV  .     W.  K^KJ', 

SR 
oO 

iviorsc,  vjcorge  n. 

OO 

Wet  UdlllJlct.lt 

Sfi 
oO 

•^6 

\nf  CO 
VV  •    w . 

QO 

ivioore,  vv  iison  j . 

7-7 

VV  .  W.  L-IJ. 

yi 

names,  rranK  n. 

9*? 

Illddlilllo  L 

Q4 

Rallinii     FHwin  R 

XJctii'U'U,,  lj/U.Wi.11 

O  I 

WT    WT  rrt 

VV  .     W .  K^KJ. 

t» 

VJ11'(_H_IC>1I,      V  CI  llKJll 

24 

^dlll  LCI 

c; 
t> 

Glidden,  Bernard 

24 

^ctlll  uct 

o 

Glidden,  George  H. 

32 

VV  .    VV.  LL>. 

7 

Thomas,  Ben  W. 

32 

txT  r»r\ 
VV  .    W .  HJ. 

11 

Lymer,  John 

43 

VV  .    W  .  I-*-'. 

Davis.  Earl  E. 

33 

H^llUlo   lllclL.ll.  \^KJ. 

Clark,  Richard  C. 

33 

Iliadlllllo  I 

1Q 

Ho'dgkind,  Arthur 

37 

VV  .    W.  L,Ui. 

Jakeman,  Samuel  J. 

58 

W  d  UdllllctlVCl 

Woolsack,  Edward  E.  59 

^ctlll  LCI 

9"^ 

Woolsack,  Gilson  E. 

33 

pctlll  Lcl 

9Q 

Wass,  John 

46 

OO 

Bickley,  Joseph 

60 

WT     wT  r*f^ 
VV  .    W.  L.U. 

o< 

Upham,  Herbert  E. 

42 

\A/  TIT 

VV  .  W.  CO. 

o  < 

Enstrom,  Charles 

41 

WT     TUT  rv^. 
VV  .     W.  UU'. 

39 

Howard,  Warren 

28 

^JCXLll  tJCl 

^o 

Denault,  George 

38 

VV  .    W.  UU". 

Furlotte,  Rudolph 

21 

VV  .   W.  CO. 

4^^ 

Bacon,  Samuel  H. 

75 

t'fi'fi  fori 
1  C  Ull  CQ 

4Q 

Wyman,  Robert 

40 

VV .  W.  CO. 

4Q 

Nealon,  Earl 

24 

m  achii  ni  st 

Ol 

Baker,  Walter  E. 

20 

W^.  w.  CO. 

Ox 

Baker,  George  E. 

52 

W.  w.  CO'. 

OU 

Whittemore,  George 

E.  45 

sl<ji  dvccpci 

0»7 

Hentzi,  Auguste  L. 

56 

^V.  w.  CO. 

65 

Kelley,  Peter  E. 

41 

±±<j*ju  1  uuucr 

71 

Baker,  William  P. 

36 

polisher 

71 

Thompson,  Jos.  M.  B.  I.  60 

W.  CO. 

73 

Herbert,  Carl  G. 

40 

l\,T  cj  V 

73 

Orne,  Ernest  B. 

33 

machinist 

77 

Trefethen,  Francis  L. 

35 

W.  w.  CO.  73 

79 

Hughes,  George 

45 

painter               4  ( 

79 

Rice,  Oscar 

42 

W.  w.  CO. 

83 

Hopkins,  George  H. 

77 

watchmaker 

83 

Schnapp,  Eugene  B. 

42 

W,  w.  CO. 

85 

Bowman,  John  J. 

33 

W.  w.  CO. 

85 

Smith,  Judson  W. 

40 

expressman 

87 

Mackey,  Albert 

39 

plumber 

Residence  April  1,  1917 
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House  No. 

Name 

Age 

Occupation 

87 

McNaught,  Albert 

30 

Metz  CO. 

89 

Cole,  Arthur  L. 

62 

builder 

89 

Coville,  Wilder  C. 

62 

salesman 

95 

Grover,  Frank  J. 

35 

W.  w.  CO. 

95 

Wagner,  Everett 

37 

machinist 

95 

Crosby,  Burton  J. 

31 

W.  w.  CO. 

97 

Richards,  Charles  E. 

72 

machinist 

CHESTER  AVENUE 


4 

TTorwoorl  John 

39 

W^.  w.  CO. 

4 

F)iifFv   rrpnrp^p  F 

33 

salesman 

4 

31 

W.  w.  CO. 

4 

TTrniihflrf    T-TflrolH  A 

27 

W.  w.  CO. 

12 

T-TacyiiA    T-Tarrv  \^ 

XXct^LlO,    1.XCL1  I  y      vv  . 

33 

.  w  CO . 

12 

oacrcin     A/fir»Tia*»l  T 
XVCCgdli,    iVXlCliClCl    J  . 

34 

W  w  CO 

12 

SmvtViP  Walter 

31 

W.  w  CO 

Q  m  V»rv1  r1  +     TncATiVi  T, 

VV  ctlliUL>HJ.t,    J  UoC^ll  X-/. 

39 

clerk 

10 

T-T  a  m  i  1  i-r^n     Tt^ronV  ^AT 
Xldllili  LL/Il,    X  IcilXiS.     VV  . 

28 

\A/    wT  r^r\ 
VV  .  w.  l,U. 

Ov^llL/lld,    XX.ctJ' lllvJllU.     vv  . 

34 

30 

^TorHvlfPi   Flrvvrl  Y) 

i>i  ^1  LLj'  JVC*,    X  LKjy  yjL  X-'. 

47 

W    W  CO 

32 

Smith    Alfred  C 

44 

.^4 

0^ 

30 

W  w  CO 

34 

TyiiPjilmp  TTpnrv 

50 

W  w  CO 

38 

Davis    Chester  T 

55 

pn  cri  nppr 

38 

Wasson    Karl  R 

28 

W.  w.  CO. 

40 

Fuller    Walter  N 

X    LXXlWX  k         VV  CVX  l/V^X        X^  • 

61 

in   fh  1  rricf 

44 

Winn   Orrin  S 

V  V  XI  XIX  J      WX  X  XXX  W« 

37 

bonkkpprtpr 

46 

xvji'  Xv;,  J  ctiiiCo 

29 

PJI  T"TVPn  f"i=T 

46 

X'Xwv./cxx  iji-iy  y  j-^vx  w  cti  vj  j  , 

41 

W.   W.  CO. 

48 

Waitft    Creorpe  R 

47 

spa  pjiTitAin 

O^dr     K^CL^  l/CVXXX 

50 

Tyjiw  r*hfir1p'<3  F 

X-^ctW,   v^lldl  lOo   X  . 

56 

52 

Moyse,  George  G. 

40 

W.  w.  CO. 

54 

Strong,  Harry  M. 

22 

machinist 

54 

Stickney,  Charles  S. 

70 

screw  fact. 

3 

Raymond,  William  A. 

34 

r.  r.  mail  clerk 

5 

Johnson,  Harold  F. 

24 

Ford  CO. 

rear  47 

Morrison,  Herbert 

36 

Metz  CO. 

9 

Dixon,  Chester  W. 

46 

W.  w.  CO. 

11 

Felt,  Albert  A. 

60 

machinist 

.  15 

Gilmore,  Harry  E. 

55 

watchmaker 

17 

Linnekin,  Guy  F. 

3C 

W.  w.  CO. 

19 

Gammon,  William  H. 

60 

policeman 

21 

Kingsbury,  Reuben  W. 

55 

W.  w.  emp. 

23 

Pennell,  Eugene  F. 

40 

W.  w.  emp. 

25 

Adams,  Arthur  H. 

27 

W.  w.  emp. 

27 

Bates,  William  J. 

56 

W.  w.  emp. 

27 

Waldron,  Geo.  H. 

20 

machinist 

29 

Barker,  David  A.  S. 

58 

W.  w.  emp. 

29 

Baker,  WilHam  B.,  Jr. 

36 

Metz  emp. 

31 

Smith,  William  A. 

46 

W.  w.  CO. 

31 

Titefsky,  Samuel  A. 

47 

W.  w.  CO. 

56  Ash 


42  Dexter 


10  Orange 


164 
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He 


No. 

Name 

Age 

Occupation 

oO 

i-/ca.cii,  narroiQ 

91^ 

electrician 

X! 

Oi 

I  0 

clerk 

41 

vv  ooQWori/ii,  i-zcwib   vv  . 

Ou 

niciciiinicsi 

51 

Lawson,  Bennett  O. 

34 

W.  w.  CO. 

51 

McKelvie,  Adam 

44 

W.  w.  CO. 

51 

Regennas,  William  C. 

57 

watchmaker 

53 

Gilchrist,  Ralph 

25 

W.  w.  CO. 

53 

Rowe,  Henry  T. 

37 

construction  co. 

55  ^ 

Cathcart,  Obed  S. 

70 

salesman 

57 

Morris,  James  R. 

45 

Metz  emp. 

57 

Watts,  Aaron  L. 

63 

real  estate 

59 

Arnold,  Neal  H. 

30 

W.  w.  CO. 

CRESCENT 

STREET 

94.4. 

Manning,  Henry  V. 

36 

WT    TXT  r^r^ 
VV  .  w .  cu. 

Gates,  John  E. 

37 

Joyce,  William  N. 

61 

Hicks,  Fernando  W. 

57 

H  1  Q  1  tinCi'w'f^V 
U.lcll  llldiS-Cl 

9fi9 

Libby,  Harry  E. 

38 

WT  ixr 
VV  .    W .  <^KJ. 

9R9 

Libby,  Edwin  J. 

63 

VV  .   W . 

Kelley,  Chester  E. 

25 

r.  r.  emp. 

979 

Bacon,  Herschel  A. 

55 

VV  .    W .  CO. 

272 

Burt,  Edwin  B. 

23 

w  CO 

9S7 

Irvine,  George  C. 

25 

VV  .  W. 

978 

Hemeon,  Harold 

24 

\A/    WT  r*-r\ 
V  V  .  w .  cu. 

Marshall,  LesHe 

21 

9Q8 

Marshall,  William 

47 

IXlctdllliiial 

Sanderson,  Melville  A. 

27 

UCIILI3U 

^09 

Sanderson,  Alexander  T.50 

W.  W.  CO, 

OV/O 

Watts,  Sherborn 

60 

WT     WT  rv/~v 
VV  .    W .  \JU'. 

t>UO 

Bryson,  Thomas 

45 

pium  uer 

0  i\j 

Monaghan,  John  F. 

40 

ilicl^iliilidt 

0 

Thompson,  Ernest  M, 

30 

VV  .    W .  \J(J. 

314 

Doyle,  Walter 

49 

JJctAll  LCI 

^99. 

Erickson,  Walfrid 

26 

mdcninis  t 

"199 

Erickson,  Victor 

23 

m  0     ri  i(n  i  c"4* 

mdcnunisii 

Erickson,  Gottfried 

47 

Metz  CO, 

32fi 

Groff,  Edward  L. 

35 

pcilll  tcl 

328 

Crockett,  Mark  S. 

45 

VV  .  W.  CO. 

328 

Ennis,  George  W.,  Jr. 

36 

wducii  idctory 

334 

Shepherd,  Thos.  W. 

70 

WT     Txr  r*r\ 
V  V  .    W  .  l_U. 

342 

Stone,  George  C. 

31 

llldlldgcl 

344 

Hill,  Gardner  C. 

40 

Metz  CO. 

344 

Hunt,  Geo.  A. 

35 

W.  w.  CO. 

344 

Marden,  Royal  M. 

49 

machinist 

344 

Johnston,  William 

56 

musician 

344 

Johnston,  William  R. 

38 

teacher 

348 

Allan,  James 

64 

none 

364 

Partridge,  Ralph  G. 

27 

clerk 

364 

Goodnow,  Frank  E. 

61 

W.  w.  CO. 

366 

Reed,  Henry  L. 

24 

W.  w.  CO. 

Residence  April  1,1 91 7 

Grange 
982  Main 


35  Harvard 


313b  Crescent 
71  Robbins 
32  Cherry  St. 


167  Adams 
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House  No. 

Name 

Age 

Occupation  R< 

366 

Mann,  Arthur  W. 

66 

W.  w.  CO. 

370 

Hatch,  Joseph  B. 

43 

storekeeper 

382 

Baker,  Edward  C. 

57 

watch  factory 

394 

Olney,  Charles  E. 

22 

student 

394 

Olney,  Charles  J.,  Jr. 

49 

purchasing  agent 

396 

Wyman,  Reuben  A. 

58 

Metz  CO. 

400 

Janes,  Charles  W. 

52 

provision  dealer 

408 

Munt,  Charles 

38 

machinist 

408 

Lawson,  Geo.  W. 

26 

machinist 

408 

Lawson,  Alonzo  A. 

23 

machinist 

408 

Lawson,  Robert  W. 

28 

machinist 

408 

Smith,  Howard  E. 

36 

W.  w.  CO. 

408 

Smith,  William  E. 

56 

W.  w.  CO. 

408 

Spoettle,  Jos.  F, 

35 

W.  w.  CO. 

261 

Smith,  Harry  D. 

28 

clerk 

261 

Smith,  Dexter  W. 

68 

salesman 

261 

Smith,  Charles  L. 

30 

agent 

267 

Turner,  Linwood  B. 

49 

painter 

269 

Williams,  Arthur  G. 

41 

steam  fitter 

275 

Senscher,  William  B. 

30 

chauffeur 

279 

Reid,  John  A. 

37 

motor  man 

279 

Burgin,  Royal  W. 

40 

W.  w.  CO. 

279 

Burgin,  James  G. 

49 

boat  &  canoe  club 

285 

Keunzel,  John  P. 

65 

W.  w.  CO. 

289 

Baptist,  Frank 

29 

W.  w.  CO. 

289 

DeMarque.  Charles 

36 

W.  w.  CO. 

291 

Oakes,  John 

51 

storekeeper 

291 

Kent,  Fred  P. 

41 

auto 

295 

Warner,  Ernest  H. 

58 

canoe  builder 

295 

Carlson,  Axel 

41 

W.  w.  CO. 

297 

Dunbrack,  Henry  C. 

23 

E.  Howard  co. 

297 

Dunbrack,  Henry  M. 

47 

bookkeeper 

299 

Warner,  Henry  H. 

52 

painter 

303 

Martin,  Stanley 

24 

Metz  CO. 

303 

Frayer,  Forrest 

56 

storekeeper 

307 

Kann,  David 

39 

W.  w.  CO. 

313b 

Grant,  Harry 

35 

W.  w.  CO. 

313c  Fuller,  Chester  B. 

33 

W.  w.  CO. 

331 

Trask,  Wallace  J. 

41 

W.  w.  CO. 

331 

Carmichael,  Roy 

29 

Metz  CO. 

331 

Waters,  George 

34 

Metz  CO. 

331 

Teele,  Harland  S. 

29 

clerk 

331 

Renner,  Joseph 

43 

machinist 

333 

Clarke,  Samuel  E. 

68 

W.  w.  CO. 

337 

Byam,  Frank  A. 

44 

W.  w.  CO. 

343 

Bannan,  Thomas  F. 

47 

manager 

349 

Adams,  Arthur  M. 

31 

salesman 

349 

Adams,  Ptolemy  P. 

65 

merchant 

357 

Brock,  Charles  F. 

54 

physician 

363 

Williams,  Albert  P. 

53 

foreman 

-  367 

Pierce,  Orrin 

86 

retired 

i6S 

Residence  April  1,  1917 


93  Cherry 
93  Cherry 
93  Cherry 
93  Cherry 


O.  C. 
O.  C. 


) 


[66 
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Name 

Occupstion 

367 

Smith,  William  H.  Jr*. 

oU 

foreman 

373 

Potter,  Frank  M. 

34 

storekeeper 

375 

TT        1           'H          Air          1  T> 

Hartwell,  Alfred  B. 

34 

ITT-   

W.  w.  CO. 

375 

Rawley,  Geo.  B. 

0*7 

machinist 

375 

Upnam,  Arthur  W. 

1Q 
OO 

W.  w.  CO. 

375 

T*  •        1               T          _  A 

Bigelow,  James  A. 

4/ 

druggist 

389 

Gifford,  Edward  h,. 

39 

W.   W.  CO. 

391 

Holroyd,  George,  Jr. 

C/l 

o4 

W.  W.  CO. 

393 

Hampton,  Fred  J. 

56 

W.  w.  CO. 

393 

Nutting,  Charles  R. 

54 

boat  builder 

395 

Duus,  Theodore  H. 

51 

W.  w.  CO. 

397 

Ayer,  Walter  K. 

48 

gardener 

403 

Cummings,  John 

56 

W.  w.  CO. 

403 

Moulton,  Henry  M. 

61 

W.  w.  CO. 

403 

Roach,  Ashley  E. 

48 

carpenter 

405 

Wilson,  Charles  B. 

84 

watchman 

ENDICOTT  STREET 


Residence  April  1,1 91 7 

35  Chester  Av. 
179  Ash  St. 


Henry,  Robert 

33 

dial  maker 

Colon,  Moses 

47 

boat  builder 

Colon,  Francis  X. 

83 

retired 

FOREST  GROVE 

Coombs,  George  E. 

50 

policeman 

Coombs,  Richard  H. 

22 

student 

MARTYN  STREET 

8 

Ratzburg,  Victor  R. 

33 

laundry 

8 

Horrocks,  John 

23 

farmer 

8 

Horrocks,  William 

21 

farmer 

10 

Harvey,  Edward  C. 

46 

electrician 

MOODY  STREET 

311 

Towne,  Charles  H. 

62 

W.  w.  CO. 

311 

Kniznik,  Louis 

57 

store 

3171^  Lee,  Jan 

63 

laundry 

321 

McNeill,  Charles  A. 

32 

optician 

323 

Marshall,  Fred 

37 

W.  w.  CO. 

323 

Deacon,  James 

30 

cigar  maker 

323 

Hemenway,  Frank  S. 

53 

inspector 

327 

Emerson,  Edgar  A. 

71 

retired 

333 

MacDonald,  Fred  L. 

42 

physician 

341 

Hebb,  Uriah 

35 

E.  Howard  w.  co 

345 

Graves,  Arthur 

29 

jewel  maker 

345 

Anderson,  Carl 

35 

W.  w.  CO. 

345 

Brown,  Augustus  R. 

36 

restaurant 

345 

Galloupe,  Fred  W. 

53 

W.  w.  CO. 

345 

Mehring,  Harry  W. 

43 

real  estate 

345 

Moor,  Charles  E. 

62 

W.  w.  CO. 

345 

Field,  George 

35 

hue.  fac.  ernp. 

345 

Woods,  Clyde  W. 

35 

bookkeeper 

349 

Ristuccia,  Lawrence 

30 

fruit  dealer 

o.  c. 
o.  c. 
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House  No. 

Name 

Age 

349 

Franson,  Karl 

Co 

349 

Young,  Leslie 

349 

Hapenny,  Augustus 

30 

349 

Pearson,  Fred  C. 

30 

355 

Bowman,  Charles  E. 

59 

357 

Carter,  Merton  C. 

40 

3595^  Ristuccia,  Lawrence 

31 

361 

Finan,  Roderick 

31 

361 

Lincoln,  John  A. 

58 

361A  Lee,  Wong 

27 

36U 

^2  Haggerty,  Frederick 

M.44 

373 

Strickland,   Samuel   P.  52 

377 

O'Donnell,  Charles  J. 

32 

.381 

Reader,  Michael 

67 

381 

Reardon,  John  A. 

64 

381 

Freistadter,  Frank 

21 

387 

Parker,  John  H. 

70 

395 

Kneebone,  James  H. 

51 

Occupation  Residence  April  I,  191 7 

Metz  CO.  76  Cushing 

W.  w.  CO.  Crescent 

screw  fac.  emp. 

W.  w.  CO. 

salesman 

milkman 

fruit 

W.  w.  CO. 

retired 

laundryman 

sealer 

phj^sician 

salesman 

retired 

W.  w.  CO. 

W.  w.  CO. 

W.  w.  CO.  396  Moody 

W.  w.  CO. 


NORUMBEGA  TERRACE 


1 

Linthwaite,  Fred  J. 

34 

W.  w.  CO. 

2 

Hay.  John  F. 

29 

clerk 

3 

Lindquist,  Ernest  K. 

39 

Metz  emp. 

3 

Peto,  Arvi 

24 

tool  maker 

5 

Perry,  Walter  J. 

27 

W.  w.  CO. 

6 

Raistrick,  John 

52 

ship  builder 

13 

Balsley,  Charles 

64 

W.  w.  CO. 

14 

Nichols,  James  E. 

40 

machinist 

15 

Dowdell,  Alfred  H. 

35 

W.  w.  CO. 

16 

Bergeson,  Richard  G. 

52 

watchmaker 

19 

Hershoff,  Sam 

34 

watchmaker 

20 

Stankard,  John  F. 

48 

mason 

ORANGE  STREET 


5 

Goodwin,  William  A. 

33 

W.  w.  CO. 

11 

Kennedy,  Andrew 

70 

pattern  maker 

15 

Starr,  Harry  A. 

24 

coal  CO. 

15 

Starr,  John  S. 

57 

carpenter 

19 

Alexander,  Joseph 

35 

W.  w.  CO. 

19 

Hicks,  Albert  E. 

33 

W.  w.  CO. 

23 

Le  Eplattenier,  J. 

52 

engraver 

25 

Stucki,  Fritz 

79 

retired 

29 

Ridstrom,  Fritz  J. 

55 

buc.  fac.  emp. 

31 

Johnson,  Joseph  H. 

23 

student 

31 

Johanson,  Augustus 

60 

watchman 

33 

Mason,  Amos  H. 

35 

W.  w.  CO. 

33 

Gay,  William  F. 

53 

carpenter 

35 

Cloyes,  Frank  H. 

60 

W.  w.  CO. 

53J^  Whittaker,  Joshua 

58 

tuner 

57 

Adam,  William 

43 

machinist 

59 

Tashjian,  Leon 

29 

Metz  CO. 

WARD  6,  PRECINCT  2. 


House  No. 

Name 

Age 

Occupation 

63 

Powers,  Lavatcr  W. 

64 

real  estate 

69 

Kniznik,  Simon 

32 

stand,  oil 

69 

Goldberg,  Harry 

24 

salesman 

71 

Mendelsohn,  Erion 

23 

merchant 

71 

Mendelsohn,  Charles 

45 

tailor 

73 

Van  Wart,  Ralph  E. 

38 

Metz  CO. 

75 

Westwood,  John 

73 

machinist 

81 

Freeman,  Benjamin  S. 

56 

machinist 

81 

Blanchard,  Lorin  R. 

37 

W.  w.  CO. 

85 

Wyman,  John  W. 

53 

W.  w.  CO. 

85 

Walters,  George  F. 

57 

lawyer 

89 

De  Silva,  Anthony 

48 

jeweler 

89 

Hoffman,  Daniel 

42 

jewel  maker 

91 

Armstrong,  James  E. 

45 

W.  w.  CO. 

6 

Rogers,  Smith  C. 

28 

grocer 

8 

Stevenson,  John  M. 

42 

plumber 

12 

Heyworth,  George  B. 

71 

painter 

14 

Arnold,  Herbert  B. 

51 

boat  builder 

16 

Gough,  H.  Willard 

35 

shipping  clerk 

18 

Bean,  Walter  H. 

37 

W.  w.  CO. 

22 

Gerritson,  Fred 

60 

W.  w.  CO. 

24 

Lovette,  William  R. 

53 

W.  w.  CO. 

26 

DeVenne,  Samuel 

67 

salesman 

28 

Cousens,  J.  Otis 

25 

power  sta. 

40 

Cutler,  Walter  C. 

55 

grocer 

40 

Maines,  Ernest  h. 

48 

machinist 

54 

Donoghue,  Joseph 

35 

W.  w.  CO. 

54 

McCabe,  Joseph  J. 

27 

machinist 

56 

Davis,  Almon  G. 

31 

machinist 

56 

Patterson,  Guy  R. 

32 

W.  w.  CO. 

58 

McNeill,  William  C. 

33 

W.  w.  CO. 

58>^  Johnson,  Wallace  L. 

37 

Metz  CO. 

60 

Grayson,  Ernest 

28 

bleachery  co. 

62 

Raistrick,  B. 

25 

machinist 

62 

Etherington,  Thomas 

52 

painter 

64 

Linthwaite,  Samuel 

CO 

58 

W.  w.  CO. 

72 

Stowell,  George  L. 

63 

retired 

74 

Lowe,  Edwin  A. 

42 

newspaper 

74 

Eowe,  Fred  C. 

39 

W.  w.  CO. 

96 

Loynd,  Frank  S. 

28 

W.  w.  CO. 

98 

Bean,  Frederick  L. 

40 

W.  w.  CO. 

98 

Wolfe,  Wilham  G. 

49 

W.  w.  CO. 

100 

Pickett,  Nelson 

24 

W.  w.  CO. 

102 

Larson,  Louis 

29 

chauffeur 

PARK 

STREET 

10 

Fiske,  A.  Warren 

39 

W.  w.  CO. 

12 

Hyde,  William  E. 

38 

W.  w.  CO. 

14 

Hentzi,  August  C. 

35 

foreman 

20 

Parson,  Alfred  O. 

31 

W.  w.  CO. 

26 

Drury,  Frederick  C. 

53 

W.  w.  CO. 

Residence  April  1,  1917 


Charles 


O.  C. 


143  Lowell 


Robbins 


O.  C. 


WARD  6,  PRECINCT  2. 

RANDALL  STREET 

House  No.  Name  Age  Occupation 

7    Hutchinson,  Merton  P.   44    sea  captain 
11    Leitch,  William  T. 


169 

Residence  April  I,  1917 


42    r.  r,  mail  clerk 


ROBBINS  STREET 


9 

Slack,  Arthur  A. 

33 

W.  w.  CO. 

0.  C. 

9 

Hawley,  J.  Fred 

57 

W.  w.  CO. 

15 

Bonney,  Philip  T. 

34 

W.  w.  CO. 

17 

Sherlock,  Edward  H. 

34 

pattern  maker 

17 

Sterling,  Thomas 

35 

foreman 

17 

Nutting,  Charles  F. 

61 

carpenter 

Nutting,  Harry  F.,  Jr. 

33 

carpenter 

19 

T-Taflnorn     f~*Viar1f>c  T-T 

X-ldLlUJl  11,     V^lldl  ICo  XX. 

24 

W.  w.  CO. 

Ash 

19 

xi.uCL»V^i\.,  V^lldllCo 

42 

W^.  w.  CO. 

10 

xvccu,  juewis  ivi. 

69 

machinist 

10 

xvccci,  iNcison  t\. 

32 

salesman 

21 

Tnhn«;nn    0<;rpr  AyT 

29 

molder 

23 

Riitler    Heher  H 

34 

W^.  w.  CO. 

123  Chest. 

25 

l.VXU.lllUCj     IVXdj'llU.O  ivx. 

65 

Metz  CO. 

0.  C. 

27 

Gould,  Percy  J. 

29 

Metz  CO. 

29 

Newton,  Joseph 

26 

W.  w.  CO. 

211  Brown 

31 

Conner,  Charles  D. 

46 

machinist 

33 

Daniels,  Fred  L. 

51 

W.  w.  CO. 

105  Adams 

33 

Gage,  Holland  M. 

32 

hor.  school 

33 

McCann,  Frank 

28 

shirt  cutter 

37 

Marsh,  Henry 

54 

watchmaker 

49 

Higley,  George  E. 

56 

machinist 

49 

Oates,  Thomas 

62 

W^.  w.  CO. 

49 

Keeler,  William 

31 

W^.  w.  CO. 

53 

Wetterland,  Victor 

36 

Metz  CO. 

53 

Christianson,  Everett 

35 

pen.  pntr.  co. 

59 

Olsen,  Sven 

47 

■naintpr 

61 

Singleton,  William  S. 

38 

W.  w.  CO. 

71 

Havey,  James  E. 

28 

AA/  w  CO 

V  V  .     VV  .  \^\J* 

0.  C. 

71 

Newman,  Dallas  H. 

28 

Metz  CO. 

73 

Clousen,  John  R. 

31 

W.  w.  CO. 

77 

Henson,  Archibald 

74 

W.  w.  CO. 

81 

Grant,  Walter 

31 

clerk  • 

81 

Hodgkins,  Ambrose 

35 

garage 

81 

Hodgkins,  Albert  G. 

63 

W.  w.  CO. 

85 

Cutting,  Albert  C. 

72 

screw  fact. 

85A  Harding,  Charles  A. 

28 

salesman 

85A  Harding,  Irving  Briggs  22 

W.  w.  CO. 

85A  Harding,  Solomon 

70 

prov.  dir. 

89 

Hopkins,  George  W. 

55 

W.  w.  CO. 

95 

Dougherty,  Hugh  M. 

48 

W.  w.  CO. 

10 

Parmelee,  Hervel  R. 

33 

salesman 

0.  C. 

12 

Joyce,  Michael  J. 

21 

laborer 

12 

Wilson,  Emerson  K. 

45 

W.  w.  CO. 

14 

Evans,  Fred  L. 

48 

machinist 

20 

White,  Wallace  J. 

41 

W.  w.  CO. 

358  Moody 

170 
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House  No.  Name  Age  Occupation 

20  Tuttle,  George  W.  48  W.  w.  co. 

26-  Henderson,  Douglas  30  W.  w.  co. 

28  Concannon,  Patrick  H.  56  letter  carrier 

28  Concannon,  Thomas  F.  23  carpenter  \ 

30  Wiley,  George  A.  54  W.  w.  co. 

32  Elwell,  Edward  C.  59  engineer 

56  Watson,  Raymond  H.  26  dentist 

56  Watson,  Henry  H.  53  W.  w.  co. 

58  Piper,  Richard  S.  76  retired 

58  Piper,  Charles  37  painter 

58  Franson,  Ernest  G.  22  painter 

64  Pickles,  Robert  41  machinist 

64  Burleigh,  George  A.  22  W.  w.  co. 

66  Parkhurst,  Lester  32  painter 

66  Turner,  George  A.  57  machinist 

66  Turner,  Ralph  23  W.  w.  co. 

68  Bell,  Thomas  J.  41  painter 

70y2  Scribner,  Stephen  59  W.  w.  co. 

^           72  Besso,  Michael  J.  28  tel.  co. 

74  Varley,  Arthur  P.  21  clerk 

74  Varley,  Patrick  E.  55  barber 

76  Clausen,  John  R.  30  W.  w.  co. 

78  Patrick,  Walter  B.  21  tel.  oper. 

78  Patrick,  James  H.  38  mason 

80  Dearborn,  George  W.  81  retired 

80  McCarty,  James  H.  48  W.  w.  co. 

82  Trefry,  Franklin  T.  57  driver 

82K  Uhlin,  Hjalmar  G.  32  W.  w.  co. 

84  Duddy,  Martin  J.  40  carpenter 

84  Hart,  Irvin  42  machinist 

84  Horne,  William  F.  43  foreman 

86  Cotton,  John  35  W.  w.  co. 

90  Ballou,  Edward  40  W.  w.  co. 

90  Wellman,  Edward  S.  30  painter 

90H  Carr,  Herbert  A.  47  W.  w.  co. 

92  Wetzel,  William  51  W.  w.  co. 

92  MeHshiner,  Carl  35  W.  w.  co. 

92  Hughes,  Thomas  H.  63  r.  r.  emp. 

94  Hird,  Albert  N.  26  mov.  pctr.  op. 

96  Spence,  Thomas  40  machinist 

96  Derden,  William  53  W.  w.  co. 

96  Hamilton,  Charles  47  machinist 

96  Gleavey,  William  35-  Metz  co. 


Residence  April  I,  1917 


170  Chestnut 


RIVERVIEW  AVENUE 


4 

Friebe,  Samuel 

66 

watchmaker 

14 

Whitten,  Frank  E. 

39 

dentist 

14 

Whitten,  Charles  H. 

64 

W.  w.  CO. 

20 

Stevens,  Howard  T. 

39 

W.  w.  CO. 

20 

Kidder,  Harley 

50 

W.  w  CO. 

20 

Stevens,  Roy  B. 

24 

dentist 
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No. 

Name 

Age 

Occupation           Residence  April  1 , 

24 

Hemeon,  Clayton  1. 

40 

W.  w.  CO. 

24 

Hemeon,  Edwin 

36 

W.  w.  CO. 

42 

Totten,  David 

39 

W.  tool  CO. 

44 

Schroeder,  Charles  E. 

50 

W.  w.  CO. 

368  Crescent 

66 

McElrea,  Roy  B. 

22 

W.  w.  CO. 

66 

Purdy,  William  C. 

48 

contractor 

72 

Walker,  Joseph  H. 

34 

Metz  CO. 

74 

Haskins,  Edgar  F. 

45 

W.  w.  CO. 

86 

Brewster,  Irving 

26 

W.  w.  CO. 

9 

Drown,  Linus  W. 

52 

W.  w,  CO. 

15 

Howell,  William  H. 

45 

chauffeur 

63 

Wiley,  Raymond  F, 

20 

student 

63 

Wiley,  A.  FrankHn 

48 

machinist 

69 

T  T    11      "n*  J  T 

Hull,  Edgar  L. 

69 

foreman 

85 

Ryon,  Eppa  H. 

50 

inventor 

88 

Lee,  Hugh  A. 

52 

W.  w.  CO. 

82  Chestnut 

88 

Lee,  Herbert  A. 

28 

electrician 

O.  C. 

137 

Doucette,  Charles 

36 

machinist 

143 

Dix,  Joseph 

49 

contractor 

147 

Rayner,  Walter 

46 

W.  w.  CO. 

149 

Orchard,  Frank  J. 

24 

musician 

58  Myrtle 

149 

McGrath,  John  P. 

28 

W.  w.  CO. 

RUMFORD  AVENUE 

1 

Carter,  George  0. 

52 

druggist 

.  5 

Rimmelle,  Otto  B. 

30 

policeman 

266  Crescent 

5 

Rimmele,  Bertrand  C. 

72 

retired 

5 

Trefor,  Robert 

35 

Metz  CO. 

19 

Stark,  Merrick  F. 

25 

W.  w.  CO. 

21 

Ludwig,  Henry  E. 

38 

W.  w.  CO. 

21 

Stark,  Francis 

59 

engineer 

23 

Talbot,  Ernest  L. 

32 

tool  maker 

25 

Prescott,  Edward  H. 

29 

carpenter 

20 

Mills,  Charles  F. 

47 

W.  w.  CO. 

201/2  Tucker,  Luther  G. 

46 

W.  w.  CO. 

172  Adams 

221/2  Bicknell,  Raymond  S. 

36 

W.  w.  CO. 

22 

Magoon,  Ralph  W. 

35 

tool  maker 

28 

Gilson,  Patrick  H, 

45 

ins.  agt. 

231/2  Wentworth,  Ernest  S. 

37 

machinist 

30 

Orner,  Gustaphe 

25 

milkman 

30 

Orner,  Oscar  W. 

33 

W.  w.  CO. 

32 

Swanson,  Oswald 

23 

Metz  CO. 

32 

Swanson,  Victor 

47 

grocer 

52- 

Rowe,  George  H. 

73 

dial  fact.  emp. 

f 

52 

Shay,  Michael 

46 

screw  fact.  emp. 

52 

Sutton,  Lawrence 

53 

Penc.  pntr.  co. 

WOERD 

AVENUE 

6 

Robertson,  Donald 

23 

Penc,  pntr.  emp. 

6 

Robertson,  Charles 

63 

Metz  CO. 

6 

Robertson,  John 

27 

Metz  CO. 

\ 
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A  AUU9C  i^U* 

Name  Age 

1  lr*r*iiria  finn 

Vickerson,  George  0. 

72 

lSI10fc!lllcln.t!X 

1  O 

IZ 

Vickerson,  George  B. 

41 

painter 

1  0 

Goodwin,  Edwin  J. 

45 

launui  y  ill  dill 

1  o 
IZ 

Grubba,  Charles  F. 

66 

TiT'Ti  /ziiiil  ^xry*!  O'TtI' 

wneei  wngiiL 

1  A 

14 

Hay,  William  S. 

57 

machinist 

Bagley,  Orin 

51 

Blanchard,  Holsey  H. 

35 

VV .  W.  CO. 

ZU 

Feener,  Bernard  R. 

37 

machinist 

ZO 

Rees,  Rawson 

29 

cnauneui 

A  A 

Nichols,  William  H. 

43 

iiiacnine  snop 

00 

Alexander,  John  W. 

34 

st.  rwy.  emp. 

OO 

Vincent,  Franklin  W. 

23 

SLieW  IdLL. 

CQ 
OO 

Sanderson,  Samuel 

62 

W.  w.  CO. 

OQ 
OO 

Sanderson,  Samuel  Jr.- 

30 

store 

1  1  A 
111/ 

Hurd,  Arthur  F. 

49 

VV .  W.  CO, 

Q1 

Bartlett,  Ball 

OT 
Z  i 

HiaCIllIllBL 

Q1 

Bartlett,  Harvey  P. 

71 

109 

Fisher,  Albert  W. 

58 

bottling  works 

109 

Fisher,  Earle  L. 

28 

bookkeeper 

111 

Balch,  J.  Shepard 

65 

W.  W.  CO. 

121 

McKenzie,  Carl  C. 

36 

toolmaker 

125 

Cavanaugh,  Vincent  J. 

28 

machinist 

127 

Boyd,  Ernest  R. 

29 

draftsman 

131 

Wright,  James  R. 

63 

W.  w.  CO. 

135 

Bellis,  Albert  H. 

66 

r.  r.  emp. 

Residence  April  1,  1917 

15  Norumbega  Ter. 
15  Norumbega  Ter. 


CITY  OF"  WALTHAM 

WARD  7 


List  of  All  Persons  Resident  in  Ward  7,  in  the  City  of 
Waltham,  April  1,  1918,  Assessed  for  Poll  Taxes 

NOTE. — When  the  space  in  the  column  headed  Residence  April  1,  1917,  is 
left  blank,  the  residence  was  the  same  as  at  present. 
The  abbreviation  O.  C.  stands  for  out  of  the  city. 


ACORN  STREET 


House 

No. 

Name  Age 

Occupation  R 

esidence  April  1 , 

16 

Whelan,  Patrick  S. 

52 

carpenter 

BENEFIT  STREET 

11 

McLaughlin,  Patrick  J. 

50 

painter 

13 

Cottuli,  William 

46 

baker 

rear 

15 

Larajella,  Salvatore 

33 

mill  hand 

rear 

15 

Isaacson,  Ernest 

30 

teamster 

15 

Famularo,  Joseph 

47 

laborer 

19 

Raveesi,  John 

39 

laborer 

19 

Raveesi,  Thomas 

28 

laborer 

21 

Raveesi,  John 

34 

fruit  dealer 

rear 

23 

Russo,  John 

23 

baker 

rear 

23 

Pino,  Samuel 

21 

laborer 

25 

Holmes,  Charles  W. 

44 

wheelwright 

45  Moore 

27 

Staunton,  James 

26 

clerk 

9  Whitcomb 

27 

Staunton,  Edward 

51 

laborer 

9  Whitcomb 

27 

Staunton,  Thomas 

20 

bleachery  emp. 

9  Whitcomb 

27 

Hellman,  Emil 

33 

Metzi  CO. 

12 

DeLorenzo,  Salvatore 

71 

mill  hand 

14 

Leonard,  John 

66 

laborer 

14 

Connelly,  John  P. 

44 

laborer 

BOLTON 

STREET 

10 

Cummiskey,  Patrick 

45 

bleachery  emp. 

18 

Deeley,  Joseph 

20 

conductor 

174 
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4ouse  No. 

IName 

A  

Age 

Occupation           Residence  April  1 , 

20 

Rohe,  Aaron 

53 

carpenter 

219  Moody 

22 

Coy,  John  J. 

38 

W.  w.  CO. 

22 

Banforth,  George  W. 

33 

W.  w.  CO. 

24 

JLadd,  Arthur  E. 

31 

W.  w.  CO. 

26 

Spillane,  Daniel  I. 

36 

buc.  fact.  emp. 

32 

Lacava,  Thomas 

23 

grocer 

32 

Particelli,  Louis  A. 

21 

machinist 

32 

Particelli,  John 

51 

bleachery  emp. 

42 

Morihan,  Richard  J. 

36 

fireman 

54 

Devlin,  Michael  J. 

41 

brick  layer 

11 

Ritzo,  Frank 

31 

mill  hand 

240  Newton 

13 

Finnegan,  John 

48 

Ul  diVtJlXlCtJJ. 

15 

Corbett,  Thomas  F. 

45 

W.  w.  CO. 

15 

Melody,  John 

67 

laborer 

21 

Gonnearney,  James 

.  27 

laborer 

14  Day 

91 

Conneamey,  Patrick 

35 

fan  fact. 

ZO 

Whelan,  John  P. 

37 

letter  carrier 

Q7 

O  1 

Nolan,  Thomas  F. 

25 

plumber 

73  Alder 

Nolan,  Ernest 

21 

chauffeur 

OQ 

oy 

Nolan,  Martin 

60 

junk  man 

Corbett,  Patrick 

63 

laborer 

CALVARY  STREET 

1 

Kilcoutis,  Charles 

28 

baker 

9  Music  Hall  A 

^  Korolczak,  Wakeman 

29 

baker 

3 

Warren,  Eddie 

36 

bleachery  emp. 

5 

Mullen,  John  T. 

48 

clerk 

15 

Brennan,  Martin  J. 

47 

bricklayer 

15 

Brennan,  Hubert 

23 

telegrapher 

0.  C. 

21 

Josephson,  Charles  O. 

26 

buc.  fac.  emp. 

21 

Josephson,  Gustaf  G. 

29 

buc.  fac.  emp. 

21 

Josephson,  John  L. 

41 

r.  r.  emp. 

23 

Heaslip,  Joseph 

36 

foundry  emp. 

60  Calvary 

rear  25 

Strazas,  Justin 

32 

bleachery  emp. 

25 

Stigavich,  William 

28 

baker 

0.  C. 

27 

Zanco,  Stephen 

35 

fruit  dealer 

31 

Maher,  Patrick 

31 

laborer 

R21  Calvary 

31 

Maher,  John 

32 

laborer 

R21  Calvary 

31 

Meehan,  Thomas 

25 

laborer 

R21  Calvary 

33 

Farrell,  Michael 

33 

auto  fact. 

33 

Joyce,  John 

62 

laborer 

R21  Calvary 

39ANivlouki,  Frank 

30 

mill  hand 

O.  C. 

39A  Suick,  Joseph 

48 

mill  hand 

O.  C. 

39A  Coushantiski,  Joseph 

35 

mill  hand 

O.  C. 

41AVanzoni,  Luigi 

45 

laborer 

41 A  Yanous,  Vincennes 

26 

mill  hand 

39  Calvary 

45 

,Pollbeck,  Lorry 

25 

laborer 

O.  C. 

45 

Lutkieviez,  Joseph 

39 

laborer 

Whitcomb  St. 

45 

Kiviatkowski,  Marcel 

28 

laborer 

Whitcomb  St. 

45 

Lutkieviez,  Felix 

36 

bleachery  emp. 

O.  C. 

45 

Lutkieviez,  Louis 

40 

bleachery  emp. 

Whitcomb  St. 
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Name 

Aoe 

lif  f*  1 1  n  51 1 1  n  n 

V-/ U  t-' Cl  1 1 V/ 1 1 

Residence  .Apr 

45 

Protuk,  Frank 

28 

laborer 

River  St. 

47 

Durkieviez,  Anthony 

46 

car  shop 

0.  C 

47 

Wolsky,  btanley 

zo 

car  shop 

U.  v^. 

47 

Strawinski,  Paul 

35 

bleachery  emp. 

rear  53 

Tenanty,  Edward  J. 

3o 

clerk 

rear  53 

Gordon,  Dennis 

40 

painter 

rlood  ot. 

53 

Kingsbury,   Walter  L. 

43 

r.  r.  emp. 

53 

Pendergast,  Joseph  1^. 

30 

paper  cutter 

0.  L.. 

59 

McNamee,  Patrick 

82 

retired 

61 

"\  r    XT                      T     1  T> 

McNamee,  John  F. 

37 

teamster 

65 

Benston,  Gustave 

32 

tmsmith 

99  Cedar 

83 

Mooney,  James  J.,  Jr. 

23 

W.  w.  CO. 

.  o3 

Moone}'^,  James  J. 

5/ 

laborer 

83 

Yetten,  Raymond  E. 

on 

29 

auto  repairer 

83 

Mooney,  Robert 

21 

machinist 

85 

TV  T     1                          AT            1  ^  T 

Melanson,  Napoleon  J. 

38 

standard  oil 

93 

Olson,  Yelmar 

24 

buc.  lac.  emp. 

93 

Olson,  Frenauld 

34 

Metz  CO. 

OF 

95 

Nyman,  Ernest  Y. 

31 

Metz  CO. 

39  Cedar 

lU/ 

Silver,  Martin 

33 

laborer 

1/11 
141 

Leamy,  Thomas 

AO 

42 

chauffeur 

1  /I  "2 

143 

Mogan,  John  B. 

31 

fire  dept. 

1  Cl 

151 

Mikukis,  William 

35 

baker 

1  CI 

153 

Mikukis,  Peter  P. 

27 

baker 

217 

Gibbons,  Thomas  F. 

33 

clerk 

217 

Gibbons,  Joseph 

36 

boiler  maker 

0.  C. 

217 

Gibbons,  William 

79 

retired 

245 

Feeney,  William  F. 

23 

butcher 

251 

Gormley,  Patrick  M. 

45 

bleachery  emp. 

OCl 

Z51 

Gormley,  George 

21 

bleachery  emp. 

259 

Connearney,  Michael  H.  55 

carpenter 

259 

Connearney,  Martin  P. 

58 

carpenter 

259 

Connearney,  Benjamin 

27 

stenographer 

263 

FiorelH,  Alfred 

26 

machinist 

263 

Mazzichi,  Albert 

27 

machinist 

267 

Arceso,  Elantino 

31 

garage  emp. 

4 

Poppier,  Vincennes 

31 

mill  hand 

0.  L.. 

4 

Poppier,  Aratzo 

24 

■111-  J 
mill  hand 

0.  C. 

6 

Gang,  Luigi 

32 

foundry  emp. 

6 

Castelane,  Angelo 

22 

mill  hand 

52  Calvary 

0 
8 

Busceni,  Salvatore 

29 

mill  hand 

0 
0 

Terrasi,  Raimondo 

51 

mill  hand 

8 

Sabanioni,  Giovanni 

31 

mill  hand 

10 

Scully,  Patrick 

55 

laborer 

10 

Stark,  Bonaventure 

69 

retired 

10 

O'Brien,  John  J. 

38 

bleachery  emp. 

10 

McRea,  AHc 

47 

f  act.  emp. 

10 

Ford,  Edward 

45 

coal  CO. 

12 

Graff,  Raimonde 

40 

screw  fact.  emp. 

12 

Parello,  Rosario 

37 

barber 

14 

Grelfo,  Frank 

37 

laborer 

176  WARD  7. 


I  T 

House 

VT 

Mo. 

Name 

Age 

Occupation 

Residence  April  I,  1917 

14 

Passarella,  Alphonso 

32 

laborer 

rear 

16 

Gangi,  Charles 

34 

mill  hand 

rear 

16 

Zamiito,  Alphonso 

25 

mill  hand 

44  Calvary 

rear 

14 

Muloni,  Rose 

45 

mill  hand 

rear 

14 

Zino,  Angelo 

31 

mill  hand 

108  Fulton 

16 

Mieracolas,  Salvatin 

30 

machinist 

16 

Rimboduno,  Vincenzo 

35 

shoe  maker 

rear 

16 

Papia,  Vincenzo 

47 

screw  fact. 

rear 

16 

Conti,  Joseph 

37 

mill  hand 

rear 

16 

V acarella,  Salvatore 

34 

mill  hand 

rear 

18 

Parello,  Joseph 

32 

barber 

12  Calvary 

rear 

18 

Castillano,  Sylvester 

28 

shoemaker 

13  Calvary 

rear 

18 

Algive,  Vincenzo 

37 

mill  hand 

rear 

18 

Jardina,  Angelo 

27 

mill  hand 

rear 

18 

Jardina,  Joe 

37 

mill  hand 

rear 

18 

De  Losa,  Salvatore 

35 

laundry 

rear 

18 

Zamondo,  Alphonso 

34 

mill  hand 

rear 

18 

Natoli,  Domenico 

52 

laborer 

rear 

18 

Delfano,  Lawrence 

26 

mill  hand 

18 

Benninati,  Vincenzo 

29 

laborer 

3  Muldoon's  Ct. 

20 

Bengston,  Charles  E. 

23 

W.  w.  CO. 

20 

Bengston,  J.  Albert 

21 

W.  w.  CO. 

20 

Bengston,  John  E. 

52 

r.  r.  emp. 

22 

Spellman,  John 

38 

teamster 

24 

Wanari,  James 

33 

machinist 

4  Elm  Ct. 

28 

Shaughnessy,  Thomas  J.  40 

rub.  fact.  emp. 

30 

Walsh,  Patrick 

45 

teamster 

O.  C. 

30 

Gorman,  James 

50 

Metz  CO. 

O.  C. 

32 

Silver,  Thomas  A. 

31 

bleachery  emp. 

107  Calvary 

34 

Murotto,  Luciano 

35 

mill  hand 

rear 

38 

Bianda,  James 

43 

bleachery  emp. 

40 

Harold,  Michael 

62 

bleachery  emp. 

40 

Mahoney,  Michael 

29 

Metz  CO. 

O.  C. 

40 

Nolan,  Thomas 

39 

bleachery  emp. 

42 

Benninati,  Onofrio 

24 

mill  hand 

42 

Benninati,  Vincenzo 

29 

laborer 

42 

Benninati,  Frank 

66 

laborer 

rear 

44 

Pentabone,  Carmelo 

36 

teamster 

44 

Mula,  Giuseppe 

52 

laborer 

44 

Russo,  Joseph 

45 

laborer 

44 

Ganistrio,  Joseph 

25 

machinist 

50 

Burns,  Michael 

25 

soldier 

50 

McDonald,  Thomas 

47 

mason 

50 

McDonald,  Thomas  L. 

22 

mason 

50 

McDonald,  John  A. 

20 

mason 

56 

Holland,  William  H. 

33 

mill  hand 

rear 

60 

Sherlock,  Daniel 

39 

bleachery  emp. 

60 

Branelly,  Martin 

29 

Metz  CO. 

154  Charles 

60 

Connelly,  Dennis 

40 

W.  w.  CO. 

86  Oak 

62 

Quirk,  James  A. 

27 

inspector 

62 

Quirk,  Patrick  F. 

54 

butcher 

WARD  7. 
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House  No. 

Name 

Age 

Occupation 

Residence  April  1.  1917 

64 

Quirk,  John  T. 

52 

buc.  fac.  emp. 

64 

Quirk,  Joseph  E. 

31 

p.  0.  emp. 

66 

Carney,  John 

61 

coal  dealer 

68 

Kilman,  Axel 

43 

Metz  CO. 

84 

Gleason,  John  T. 

52 

bleachery  emp. 

92 

Gleason,  Matthew  F. 

76 

laborer 

/ 

92 

Gleason,  Dennis 

60 

bleachery  emp. 

104 

Kozlouske,  Anthony 

38 

farm  hand 

0.  c. 

108 

Breen,  David  J. 

54 

Metz  CO. 

River 

122 

AlcLaughlin,  Vernon  F.  44 

screen  maker 

132 

i  d,V*J,    Odl VdUlJl  C 

26 

laborer 

132 

X  ci  1  y y    ±  KJiiy 

22 

laborer 

132 

^  »-llCLLcl,  OctUdLlliL? 

56 

laborer 

132 

Anetti  Nicholas 

27 

organ  builder 

154 

O'Brien,  Thomas 

43 

molder 

198 

i»X      XVi  dll  L4.0j     J\JJ\^\JLl      J.  A., 

32 

machinist 

198 

McManus,  John  F. 

31 

machinist 

198 

McManus,  Michael 

68 

B.  m.  CO. 

198 

McManus,  Patrick  A. 

38 

r.  r.  emp. 

206 

Blonkestaeno,  Augustin 

53 

chemical  emp. 

206 

Alessandro,  Domenico 

27 

chemical  emp. 

234 

Stewart,  James 

41 

foundr}'^  emp. 

240 

Wright,  James  M. 

30 

teamster 

0.  C. 

242 

Crowe,  Lawrence 

40 

laborer 

250 

Manning,  Michael 

45 

laborer 

266 

Johnson,  Oscar  E. 

30 

Metz  CO. 

266 

Tasker,  James  M, 

39 

teamster 

0.  C. 

CEDAR 

STREET 

12 

Berndston,  Lambert  V 

20 

W.  w.  CO. 

12 

Berndston,  John  A, 

54 

W.  w.  CO. 

14 

Baynes,  James  P. 

51 

gate  tender 

14 

Noone,  Patrick  J. 

40 

chauffeur 

18 

Olson,  Joseph  M. 

26 

W.  w.  CO. 

Calvary 

20 

Flynn,  John 

26 

r.  r.  emp. 

20 

Daley,  Michael  J. 

34 

W.  w.  CO. 

36 

Hickey,  John 

51 

foundry  emp. 

38 

McArdle,  James 

33 

molder 

40 

Dennis,  Thomas  J. 

22 

baker 

42 

Gannon,  George  W. 

34 

machinist 

44 

Boudreau,  Allan 

35 

carpenter 

46 

Heasley,  John  W. 

62 

carpenter 

60 

Pamlo,  Frank 

26 

foundry  emp. 

60 

Loup,  Anthony 

36 

gardener 

60 

Loup,  Frank 

43 

laborer 

60 

Loucco,  Frank 

23 

laborer 

60 

Errossi,  Nicholas 

30 

foundry  emp. 

66 

Nyman,  Carl 

29 

Metz  CO. 

68 

INIcGillivary,  Dougald 

51 

city  emp. 

68 

McGillivary,  John 

22 

Metz  CO. 

70 

Daily,  John  F. 

23 

mason 

178 
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House  rSo. 

IName 

/\ge 

Occupation           Residence  April  1 ,  1917 

70 

Lally,  James 

49 

mason 

72 

Segreve,  James 

64 

bleachery  emp. 

72 

Cormier,  Napoleon  J. 

clerk 

76 

Johnson,  Svan 

60 

Metz  CO. 

76 

Lundel,  Hans 

tailor 

\  84 

Gorman,  James 

60 

granite  worker 

90 

Carroll,  James  A. 

cr  '7 

W.  w.  CO. 

90 

Carr,  Peter  E. 

O  A 

conductor 

High 

92 

Healy,  Frank 

61 

soldier 

94 

Smith,  William  C. 

34 

barber 

94 

Duffy,  Patrick 

A  O 

4o 

fireman 

rear  96 

Healey,  Morgan 

55 

W.  w.  CO. 

rear  96 

Healey,  Frank 

machinist 

98 

Keating,  Michael  J. 

25 

motorman 

Gushing 

98 

Hynes,  John  H. 

45 

roofer 

•1  f\r\ 
lOU 

Loughlin,  Thomas  W, 

kH 
OU 

buc.  fac.  emp. 

1  (\(\ 

i-iOUgniiii,  1  noiijab  w . 

J I  6o 

clerk 

100 

Brett,  John  J. 

45 

bleachery 

O.  C. 

5 

Clancy,  John 

A  9 

4Z 

laborer 

5 

Connors,  Stephen 

A  A 
44 

W.  w.  CO. 

7 

O'Laughlin,  Thomas 

QC 
oo 

city  emp. 

15 

Scanlon,  John 

4o 

laborer 

39 

Warde,  George 

23 

otana.  oil 

nign 

41 

A/rr«Trn1p>p>r     ("'Viri  ctr>r»ViPr 

i.VLt--CvlllCCl  ,     V^lll  IS  LUpilCl 

66 

laborer 

41 

Johnson,  Patrick  J. 

40 

bleachery  emp. 

49 

Corcoran,  Edward  J. 

28 

r.  r.  emp. 

49 

Deevly,  Patrick 

66 

produce  dealer 

53 

Kennedy,  Thomas 

70 

shipper 

59 

Judge,  John 

66 

engineer 

59 

Judge,  John  J. 

23 

clerk 

63 

Smith,  Charles  L. 

35 

clerk 

63 

Smith,  Thomas 

66 

retired 

CHESTNUT  STREET 

152 

Tatian,  Frank 

26 

barber 

160 

McMullen,  Joseph 

29 

carpenter 

160 

McMullen,  William 

31 

bricklayer 

162 

Callahan,  Edward  F. 

33 

machinist 

162 

Graves,  Frank 

42 

furniture  dir. 

162 

Little,  John  R. 

35 

machinist 

164 

Jewell,  Hiram 

76 

retired 

166 

Brown,  Lewis  D. 

39 

ins.  agt. 

170 

Kearsley,  William  F. 

35 

W.  w.  CO. 

245  Charles 

172 

Waddington,   William  E.67 

retired 

176 

Power,  John  E. 

37 

mill  emp. 

176 

O'Meara,  John  J. 

21 

bookkeeper 

•  178 

Hanson,  Adelbert 

26 

painter 

178 

Tenney,  Frank  E. 

53 

carpenter 

188 

Campbell,  Samuel 

40 

r.  r.  emp. 

194 

LeBlanc,  Isaac  L. 

40 

carpenter 

Common 

196 

Daniels,  Forest 

21 

clerk 

WARD  7. 


179 


House  No. 

Name 

Age 

Occupation  ] 

Residence 

196 

Daniels,  Jonathan 

52 

foundry  emp. 

196 

Daniels,  Richard  W. 

23 

drug  clerk 

198 

Rooney,  Patrick 

71 

machinist 

200 

Raf¥erty,  Michael  J. 

35 

gas  emp. 

202 

McCabe,  Charles  P. 

25 

p.  0.  clerk 

204 

McCabe,  Joseph  M. 

29 

machinist 

208 

Walsh,  John  J. 

50 

veg.  dealer 

153 

Brown,  Fred 

33 

W.  w.  CO. 

0.  C. 

159 

Stearns,  Otis  T. 

47 

manager 

163 

Flynn,  John  P. 

32 

shipper 

163 

Flynn,  Joseph  W. 

38 

electrician 

165 

Acorn,  Forest  S. 

39 

machinist 

165K  Madden,  William  F. 

41 

clerk 

177 

Wheaton,  Thomas 

65 

carpenter 

Taylor 

177 

Wheaton,  Carl  J. 

25 

machinist 

Taylor 

T  177 

Locke,  William 

60 

W.  w.  CO.  • 

181 

Ormes,  WiUiam  R. 

34 

concreter 

181 

Stanley,  Ernest 

59 

clock  maker 

183 

Nevins,  John  T. 

41 

painter 

183 

Davis,  Moses  C. 

52 

W.  w.  CO. 

185 

Doolittle,  Harry  A. 

41 

motor  spec.  emp.  O.  C. 

187 

Nelson,  Nels 

52 

machinist 

193 

Anderson,  Elof 

46 

tailor 

195 

Cloran,  John  J. 

28 

machinist 

197 

Mudgett,  Herbert 

33 

W.  w.  CO. 

Fiske 

197 

Van  Demark,  Otis  E. 

45 

engineer 

201 

Eagle,  Bernard  D. 

41 

bleachery  emp. 

201 

Eagle,  Martin 

66 

bleachery  emp. 

203 

Bennison,  Walter  C. 

36 

machinist 

205 

Morse,  Frank  W. 

42 

W.  w.  CO. 

207 

Muldoon,  John  P. 

65 

mill  emp. 

207 

Muldoon,  Joseph  A. 

22 

student 

CLINTON  STREET 

12 

Loughlin,  Francis 

22 

machinist 

12 

Manley,  John  T. 

43 

Meta  CO. 

14 

Manning,  William  F. 

28 

mill  hand 

16 

Trudeau,  Lionel 

28 

machinist 

Jacksoi 

18 

Thibault,  Gideon 

35 

gas  CO. 

River 

20 

Colton,  Martin 

52 

gardener 

28 

Walsh,  John 

25 

machinist 

28 

Hussey,  John  H. 

74 

contractor 

40 

Havey,  Thomas  E. 

69 

retired 

40 

Havey,  Michael  J. 

49 

stone  cutter 

19 

Maloy,  Thomas 

78 

engineer 

21 

Fahey,  Thomas 

28 

rubber  fact.  emp. 

2SV2  Picone,  Richard 

34 

machinist 

25 

Greenberg,  Abraham 

56 

tailor 

31 

Finnegan,  Joseph  F. 

49 

printer 

31 

Tracey,  James  F. 

63 

carpenter 

33 

Gugini,  Martin 

24 

laborer 

i8o 


WARD  7. 


No. 

Name 

Age 

Occupation  R( 

esidence  April 

O  O 

Lombardi,  Gaetano 

54 

laborer 

oy 

Curry,  John  E. 

43 

W.  w.  CO. 

Gill,  Henry  G. 

27 

letter  carrier 

TO 

Gill,  Peter  B. 

60 

stone  mason 

GUSHING  STREET 

68 

Morris,  J.  Thurston 

65 

salesman 

72 

O'Neil,  Thomas  P. 

44 

pattern  maker 

72 

O'Neil,  John  L. 

25 

U.  S,  navy 

72 

Sanderson,  George  H. 

25 

machinist 

76 

Doyle,  Peter 

66 

penc.  ptr.  co. 

76 

Stenquist,  Sven  J. 

32 

buc.  fac.  emp. 

Derby 

78 

Harris,  Bernard 

62 

buc.  fact.  emp. 

78 

Harris,  John  E. 

38 

clerk 

82 

Isaacson,  Gottfried 

64 

mill  hand 

82 

Isaacson,  Carl  E. 

38 

W.  w.  CO. 

84 

Isaacson,  William  A. 

38 

W.  w.  CO. 

86 

Delaney,  John  J, 

25 

Metz  CO. 

86 

Charnley,  James 

25 

Metz  CO. 

Moody 

88 

Beattie,  Joseph 

22 

chauffeur 

88 

Beattie,  Henry  J. 

61 

clerk 

88 

Beattie,  William  G. 

31 

W.  w.  CO. 

92 

Davock,  Peter 

49 

em.  wh.  emp. 

Tayloi 

94 

McKennon,  David 

50 

em.  wh.  emp. 

High 

98 

Murphy,  Charles  F. 

30 

Stanley  auto 

98 

McCabe,  George  B. 

28 

machinist 

Chestnut 

100 

Katya,  George 

29 

Metz  CO. 

100 

Berger,  Victor  F. 

26 

W.  w.  CO. 

102 

Maroney,  Patrick  F. 

55 

laundryman 

102 

Maroney,  James  H. 

23 

W.  w.  CO. 

102 

Maroney,  John  F. 

21 

plumber 

104 

Cormier,  Edmund  F, 

33 

W.  w.  CO. 

106 

LeBlanc,  Thomas 

35 

buc.  fact.  emp. 

1Q6 

LeBlanc,  Peter 

58 

gardener 

106 

LeBlanc,  Fred 

27 

W.  w.  CO. 

108 

Ormond,  Harry  D. 

23 

W.  w.  CO. 

Newton 

108 

Payn,  Harry 

25 

W.  w.  CO. 

0.  C. 

108 

Ryan,  Patrick 

73 

retired 

110 

Gleason,  Patrick  S. 

48 

druggist 

65 

Pratt,  Clarence  G. 

36 

W.  w.  CO. 

67 

White,  Louis  A. 

44 

buc.  fac.  emp. 

71 

Rand,  Charles  A.  B. 

37 

r.  r.  emp. 

77 

Humphrey,  William 

30 

meat  cutter 

77 

Ripley,  John  A. 

27 

machinist 

326  Moody 

79 

Chase,  Charles  F. 

65 

constable 

81 

Perry,  Emelien 

32 

machinist  ■ 

Charles 

81 

Schaufus,  Arthur 

23 

machinist 

83 

Dorr,  Oscar  H. 

41 

W.  w.  CO. 

83 

Collins,  Daniel  B. 

51 

machinist 

85 

Munro,  John 

28 

W.  w.  CO. 

85 

Munro,  James 

55 

baker 

WARD  1 


i8i 


House  No. 

Name 

Ase 

Doucette,  Henry 

87 

Doucette,  Walter 

21 

91 

Callahan,  Patrick 

60 

93 

McClellan,  Frank 

P. 

56 

93 

Hayes,  Rufus 

67 

97 

Lang,  George  E. 

42 

99 

Muise,  Joseph 

33 

103 

Hamilton,  Malcolm  A. 

43 

109 

Messenger.  Amos 

0. 

28 

109 

King,  Michael  F. 

33 

1  Brophy,  Michael  36 
3  Attardo,  Luigl  25 
3  Attardo,  Sam  29 

3  Lorenz,  Tony  32 
rear     2  Hoffman,  Simon  47 

2  Hoffman,  John  21 

4  Mariano,  Marella  41 
8  Blombo,  Nicholas  26 
8  Blombo,  Sam  21 

10  Kniznik,  Louis  Jr.  34 

10  Michaelson,  M.  46 

12  Terrasi,  Francesco  30 

12  Terrasi,  Salvatore  49 

12  Terrasi,  Sam  43 


Occupation  Residence  April  1 ,  1917 

soldier 

machinist 

bleachery  emp. 

engineer 

engineer 

W.  w.  CO. 

carpenter  O.  C. 

baker 

brass  foundry 
engineer 


9  Hall 


teamster  Lynch's  Lane 

foundry 

laborer 

foundry  emp. 

junk  dealer 

Hood  rub,  emp., 

laborer 

baker 

laborer 

Stan,  oil 

junk  dealer 

B.  &  M.  r.  r.  22  Water 
B.  &  M.  r.  r.  22  Water 
laborer  Calvary 


CUTTER  STREET 


12 

Hardyman,  Michael 

40 

plumber 

12 

Hardyman,  John  J. 

54 

machinist 

16 

Delaney,  James 

62 

laborer 

16 

Delaney,  Joseph 

35 

laborer 

rear  16 

Randal,  Guy  E 

35 

molder 

20 

Ryan,  Thomas  G. 

28 

clerk 

20 

Ryan,  Timothy  M. 

28 

carpenter 

22 

Engstrom,  Robert 

52 

machinist 

22 

Johnson,  Carl  I. 

49 

weaver 

24 

Paine,,  Peter  J, 

45 

plumber 

24 

Paine,  Peter 

85 

retired 

36 

Norton,  Thomas 

56 

contracto!* 

36 

Norton,  Thomas,  Jr. 

25 

mason 

38 

DevHn,  Edward  M.  - 

45 

gate  tender 

48 

Connolly,  Patrick 

52 

molder 

50 

Norton,  Patrick 

22 

machinist 

62B  McDonough,  Thomas 

F.  21 

mason 

62B  McDonough,  Philip 

50 

mason 

64 

O'Connell,  Edward  T. 

22 

mill  eng. 

37 

Muldoon,  James  C. 

46 

navy  yard  emp. 

39 

Walsh,  Henry  N. 

55 

carpenter 

41 

Gorman,  John  M. 

55 

fireman 

41 

Gorman,  Lewis  H. 

28 

r.  r.  emp. 

DAY  STREET 


l82 


WARD  7. 


He 


No. 

Name  Age 

Occupation 

Residence  April  1 

12 

Bourque,  Fred 

40 

lineman 

14 

Wentworth,  Lester 

23 

machinist 

179  Adams 

14 

Penney,  Sidney 

22 

laborer 

O.  C. 

ELM  STREET 

Trainor,  Dennis 

48 

painter 

ELM 

COURT 

2 

Chagnon,  Joseph  A. 

34 

W.  w.  CO. 

7 

Crowe,  Simon 

58 

carpenter 

7 

Crowe,  David  T. 

33 

gate  tender 

12 

Naughton,  Thomas 

45 

bleachery 

8 

Whitehead,  Leo  F. 

28 

wireless  pp. 

4 

Bannon,  George 

46 

buc.  fac.  emp. 

rviver  oL. 

FARWELL  STREET 

51 

Mullen,  John  H. 

51 

em.  wh.  emp. 

59 

Donovan,  John  J. 

67 

gardener 

59 

Donovan,  John  J. 

35 

paper  maker 

59 

McFaden,  Raymond  J. 

27 

machinist 

51 

Mullen,  William  A. 

20 

bookkeeper 

51 

Mullen,  Joseph  J. 

23 

machinist 

•          FLOOD  STREET 

2 

Lawless,  Thomas  H. 

41 

laborer 

6 

Wells,  J.  Clyde 

34 

carpenter 

6 

Riley,  John  F. 

38 

gardener 

7 

Ryan,  Joseph  J. 

23 

soldier 

Clinton  St. 

7 

Ryan,  John 

55 

buc.  fac.  emp 

Clinton  St. 

FRIEND  STREET 

20 

Tierney,  John  P. 

38 

expressman 

26 

Lunney,  William  J. 

31 

mill  emp. 

19 

Roach,  Gerald 

39 

laborer 

19 

Roach,  Patrick 

75 

laborer 

21 

Shaughnessy,  James  J. 

38 

laborer 

21 

Shaughnessy,  Hugh 

24 

clerk 

21 

Segreve,  William 

31 

buc.  fac.  emp. 

45 

McCusker,  James  F. 

52 

letter  carrier 

GARDNER  STREET 

11 

Harrington,  Herman  P. 

76 

retired 

11 

Harrington,  Revelo  E. 

39 

salesman 

21 

Conway,  Charles  J. 

21 

clerk 

21 

Conway,  John 

60 

gate  tender 

21 

Rogers,  Fred  J. 

22 

em.  wh.  emp. 

10  Stearns 

32 

Cormey,  George  A. 

25 

student 

37 

Cormey,  John  E. 

50 

builder 

61 

Snedeker,  William  A. 

76 

engineer 

61 

Snedeker,  William  A.  Jr.27 

salesman 

61 

Snedeker,  James  R. 

23 

soldier 

WARD  7. 


No. 

Name  Age 

Occupation 

Residence  April 

73 

Mifpholl  Pnrl 

20 

machinist 

73 

T  .r»/"'lro    T7S*o<1  A 

42 

grocer 

75 

r»l m Viofo"    AToffin  TT! 
n.(Jii-UUci       itidi  Lixi  JCi. 

39 

W.  w.  CO. 

79 

O'TVJpil   MiVbapl  TT 

38 

policeman 

79 

riypoTi  wr»rv/1  T^illinm 

VXi  t-Cli  VV  IJLKl,    VV  Xllldlll 

23 

W.  w.  CO. 

81 

rii^ooTi  "wr^rfcH  ynQPTlVi 
VJX  CtJXX  W  UUtX,  iJ  uoc^^xx  . 

51 

machinist 

99  Gushing 

83 

JL/UgdiX.  dlJOC^Xl 

35 

machinist 

10 

^^Oj' ,  JUXXXX  ±. 

32 

clerk 

12 

Odxiiucxo,  xrxxxxxp 

38 

dry  goods 

0.  C. 

12 

XVdXXdl,  Xl/XXXdXCX 

33 

tailor 

0.  c. 

16 

SVi Q TiTi nn     AtirlTPW  T 

OXXdXXXXUXX,,   AXXUX  c  w  u. 

22 

clerk 

16 

OXXdXXXXUXXy  XdLXXl^x^ 

50 

Stand,  oil 

14 

OdXlVlllly  VVdXl/Cl 

36 

janitor 

Gorham 

14 

28 

Metz  CO. 

Taylor 

14 

35 

city  emp. 

Gorham 

14 

VydXXoUXX,  V^XdUo 

35 

city  emp. 

Chestnut 

20 

T-lp'Tfin  TnVin 
XJCXXXU,  u  uxxxx 

51 

tel.  insp. 

24 

Nolan,  David  J. 

32 

chauffeur 

70 

Linnehan,  William  F. 

24 

baker 

12  Gardner 

70 

Flanagan,  John  J. 

31 

clerk 

12  Gardner 

ID 

Gordon,  Forest  L. 

37 

W.  w.  CO. 

82 

Todd,  Almon  C. 

41 

dial  maker 

84 

Douglas,  Edward  0. 

29 

bookkeeper 

84 

Douglas,  Oliver  B, 

65 

paper  hanger 

86 

Kearns,  William  J. 

50 

plumber 

86 

Kearns,  William  J.  Jr. 

23 

U.  S.  navy 

88 

Wheeler,  Charles  M. 

80 

retired 

88 

Wheeler,  Edward  M. 

45 

laborer 

GORHAM  STREET 

1 

McKenzie,  John  J. 

37 

W.  w.  CO. 

3 

Quirk,  Patrick 

67 

grocer 

3 

Ryan,  Joseph  A. 

36 

clerk 

5 

Connelly,  Stephen 

44 

teamster 

Newton  St. 

5 

Connelly,  Stephen  T. 

22 

auto  repairer 

Newton  St. 

15 

Mclnnis,  Thomas  D. 

44 

painter 

17 

Repely,  Martin 

36 

bleachery  emp.  Chestnut 

19 

Mooney,  Joseph 

26 

buc.  fac.  emp. 

20  Friend 

19 

Mooney,  Thomas 

22 

buc.  fac.  emp. 

0.  G. 

21 

Clarkson,  Charles  F. 

44 

machinist 

27 

May,  John  A. 

41 

plumber 

29 

Greeley,  Patrick 

43 

city  emp. 

31 

Ryan,  Thomas 

44 

fireman 

35 

Dempsey,  John  P. 

47 

butcher 

37 

Green,  William  B. 

72 

sta.  agt. 

45 

Vacarello,  Vincenzo 

63 

mill  hand 

45 

Vacarello,  Thomas 

31 

mill  hand 

10 

Burke,  John  J.  Jr. 

21 

ice  cream 

10 

Burke,  John  J. 

56 

machinist 

12 

Gallagher,  Matthew  F. 

55 

steam  fitter 

12 

Gallagher,  William  M. 

24 

steam  fitter 

1 84 


WARD  7. 


House  No. 

Mama 

Occupation  Resu 

16 

Hampton,  Edward  T. 

70 

w.  tool  CO. 

lb 

Hampton,  Stephen  J. 

rubber  fact.  emp. 

16 

Hampton,  William  J. 

44 

rubber  fact.  emp. 

18 

Kenney,  John  J. 

45 

plumber 

20 

Toohey,  Hugh  G. 

50 

machinist 

20 

Uniac,  John 

56 

molder 

22 

Burke,  Michael  J. 

35 

machinist 

24 

Lynsky,  Mortimer  W. 

40 

bleachery  emp. 

24 

Walsh,  William 

24 

Stanley  auto  co. 

26 

Sullivan,  Edward  F. 

42 

steam  fitter 

Residence  April  1,  1917 


HALL  PLACE 


Murphy,  James  A. 

40 

clerk 

Frazer,  John 

26 

expressman 

Wallace,  George  E. 

41 

auto  emp. 

Burnett,  Henry 

29 

teamster 

Hogan,  James  J. 

36 

teamster 

Hogan,  James 

62 

mill  hand 

Gray,  Frank 

44 

teamster 

Walsh,  Cornelius 

39 

Metz  CO. 

Carroll,  Francis  J. 

39 

baker 

O'Brien,  Michael 

36 

Lally  col.  co. 

Shaughnessy,  Francis  J.  35 

mill  hand 

Lombardi,  John 

31 

foundry  emp. 

Rizzo,  Gerlando 

29 

bleachery  emp. 

Robertson,  Robert 

25 

lunch  room 

HIGH 

STREET 

66 

Towne,  William  H. 

61 

retired 

72 

Mackenzie,  George  C. 

62 

optician 

76 

Thompson,  William  H. 

69 

machinist 

78 

Thompson,  Fred  I. 

66 

engraver 

92 

Geoffrion,  Uderic  A. 

36 

carpenter 

,94 

Lowe,  Julius  P. 

45 

carpenter 

100 

Greeley,  Michael  F. 

55 

painter 

102 

Burns,  James  E. 

44 

painter 

112 

Bowler,  Edward  V. 

25 

dentist 

112 

Bowler,  William  F. 

57 

grocer 

120 

Hobart,  Edward 

27 

machinist 

129 

Hallrock,  James 

34 

carpenter 

120 

Phelps,  Henry  A. 

66 

machinist 

198 

Norton,  John  J. 

27 

mason 

198 

Boudreau,  Frank  S. 

20 

painter 

198 

Carr,  Peter  E. 

29 

conductor  i 

198 

Norton,  John  J. 

27 

mason 

352 

Ward,  James  F. 

68 

lawyer 

High 

Ryan,  Joseph  J. 

40 

laborer 

JOHN 

STREET 

Oak 
O.  C 


Cutter 


5    Larner,  James  J.  30    Edison  co. 

5    Larner,  Martin  L.  27    W.  w.  co. 


WARD  7. 


i8s 


House  No. 

Name 

Age 

Occupation 

5 

Larner,  William  F. 

24 

clerk 

9 

McGovern,  Charles 

42 

foundry  emp. 

13 

Daniel,  Lawrence  L. 

56 

machinist 

21 

Burns,  Michael 

23 

bleachery  emp. 

21 

Ryan,  Frank  P. 

35 

laborer 

33 

Davock,  John  T. 

35 

expressman 

33 

Delaney,  Thomas  L. 

27 

plumber 

33 

Rayner,  Alfred  F. 

63 

Metz  CO. 

6 

McAuliffe,  Edward  A. 

57 

fish  dealer 

6 

McAuliffe,  Joseph  J. 

21 

student 

14 

Havey,  Bernard  R. 

21 

bleachery  emp. 

14 

Havey,  John  J.  A. 

31 

W.  w.  CO. 

14 

Havey,  Thomas  P. 

56 

W.  w.  CO. 

14 

Havey,  Thomas  P.,  Jr. 

29 

W.  w.  CO. 

14 

Spellman,  Patrick  J. 

36 

Metz  CO. 

18 

Duffy,  Joseph 

59 

bleachery  emp. 

•  22 

Mitchell,  Edward  M. 

40 

plumber 

22 

Mitchell,  John  F. 

29 

letter  carrier 

22 

Mitchell,  Thomas 

80 

retired 

34 

Cleary,  Thomas  F. 

52 

salesman 

LOWELL  STREET 

12 

Duffy,  Michael 

65 

city  emp. 

14 

Blumann,  Albert 

60 

mill  emp. 

rear  14 

Brophy,  Edward  J. 

34 

clerk 

rear  14 

Brophy,  Andrew 

62 

hackman 

50 

Percival,  Augustus  S. 

58 

merchant 

62 

Bowen,  Ambrose  F. 

35 

molder 

62 

Kane,  Thomas 

48 

molder 

64 

Leboie,  Jerre 

30 

em.  wh.  emp. 

64 

Leboie,  Henry 

24 

restaurant  emp 

64 

Livernoche,  Arthur 

35 

Metz  CO. 

64 

Mills,  Roscoe  H. 

31 

paper  hanger 

76 

Humphrey,   Henry  A. 

62 

janitor 

76 

Humphrey,  Gordon  C. 

35 

clerk 

82 

Binford,  Tracy  C. 

32 

paper  hanger 

84 

Patriquin,  Ohver 

35 

blacksmith 

86 

Chase,  Alexander  F. 

41 

machinist 

86 

Campbell,  George 

51 

painter 

86>^  Moss,  John  Haigh 

42 

baker 

McBRIDE  COURT 

Quirk,  James 

58 

watchman 

Quirk,  Francis  T. 

29 

letter  carrier 

Delaney,  Joseph 

45 

teamster 

McKENN  STREET 

17 

Rosetta,  Joseph 

76 

fruit  dealer 

25 

Taranta,  Angelo 

33 

mill  emp. 

27 

Hart,  Thomas  B. 

41 

clerk 

29 

Duffy,  Charles  W. 

39 

machinist 

Residence  April  1 ,  1917 


o.  c. 


o.  c. 

Central 


79  Pine 


Williams 


WARD  7. 


House  No.  Name  Age    Occupation  Residence  April  1 ,  1 9 1 7 


31 

Dondero,  Louis 

50 

fruit  dealer 

33 

Russo,  Andrew  J. 

34 

barber 

12 

Ridenti,  Salvatore 

35 

mill  hand 

12 

Beino,  Angelo 

30 

mill  hand 

53  Calvary 

14 

Curtin,  Joseph  F. 

20 

teamster 

14 

Bar  CO,  John 

27 

machinist 

16 

Reciato,  Vito 

40 

machinist 

16 

Alangi,  Salvatore 

30 

bleachery  emp. 

16 

Yaimantino,  Salvatore 

29 

machinist 

18 

Cara,  Canado 

22 

shoemaker 

Newton 

18 

LaCastaine,  Floridia 

23 

shoemaker 

Newton 

22 

Berrio,  Ernest 

32 

mill  hand 

22 

Malone,  Martin  E. 

37 

plumber 

28 

McKenna,  Charles  F. 

31 

painter 

28 

McKenna,  Felix 

58 

painter 

28 

McKenna,  Giles  J. 

22 

painter 

30 

Vaccarelo,  Salvatore 

39 

mill  emp. 

17  Oak 

30 

Goty,   George  W. 

58 

mill  hand 

32 

Rourke,  Michael 

71 

laborer 

MOORE  STREET 

20 

Flynn,  Thomas  F. 

60 

shoemaker 

20 

Flynn,  Charles 

23 

clerk 

20 

Umberhand,  Philip 

26 

painter 

0.  C. 

28 

Kelly,  Joseph  B. 

27 

chauffeur 

28 

Kelly,  James  V. 

56 

teamster 

28 

Kelly,  Vincent 

20 

teamster 

28 

Kelly,  Francis  M. 

22 

chauffeur 

35 

Collins,  Patrick 

45 

bleachery  emp. 

45 

Bowen,  William 

60 

molder 

Cushing 

47 

Perkins,  Thomas 

42 

baker 

49 

Norton,  Thomas  J. 

23 

machinist 

MULDOON'S 

COURT 

3 

Bonica,  Anthony 

20 

mill  emp. 

25  Calvary 

11 

Sardie,  James 

25 

mill  emp. 

13 

Toranto,  Raffaelo 

22 

bleachery  emp. 

McKenn 

13 

Argonti,  Nicholas 

34 

bleachery  emp. 

27  Calvary 

15 

Messina,  Carmelo 

36 

laborer 

17 

Cardona,  Joseph 

24 

baker 

NEWTON  STREET 


151 

Barrett,  John  J. 

45 

plumber 

155 

Hines,  Frank  R. 

25 

lawyer 

155 

Hines,  Michael 

50 

jeweler 

157 

Lyons,  William  H. 

27 

policeman 

159 

Herbert,  Frank 

23 

buc.  fac.  emp. 

159 

Herbert,  Fred 

49 

painter 

165 

Fleming,  Michael 

47 

emery  wheel  emp. 

165 

Hand,  John 

44 

bleachery  emp. 

165 

Keegan,  James 

28 

carpenter 

165 

Whalen,  William 

44 

conductor 

WARD  7. 


i8; 


House  No. 

Name 

Age 

Occupation           Residence  April  1 ,  191! 

165 

Dollett,  Edward 

2C 

m  a  pVi  i  n  1  'zf 

165 

Barry,  Edward 

30 

Clli    WXil.  C'lll^J, 

167 

Olson,  George  E. 

27 

clerk 

169 

Nelson,  George 

42 

voting  machine 

fac. 

173 

Murphy,  Francis  S. 

2i) 

teamster 

173 

Hurley,  Thomas 

27 

auto  repairer 

175 

Curry,  Thomas  H. 

36 

mason 

175 

McGue,  Patrick 

51 

laborer 

175 

McGue,  Thomas 

23 

in  army 

175 

McGue,  Joseph 

20 

laborer 

177 

Hassett,  John 

39 

emp.  wheel  emp. 

31  Calvary 

177 

Abramovitz,  Hyman 

63 

junk  dealer 

177 

Abramovitz,  Hyman, 

Jr.  30 

tailor 

183 

Faley,  Thomas  R. 

39 

rubber  fact.  emp. 

183 

Hurley,  James 

29 

letter  carrier 

rear  zio  vjrrove 

1891/2  Grenier,  Cyril 

28 

Hathaway  emp. 

1891/2  Walsh,  James  M. 

24 

teamster 

I89V2  Cummings,  Martin 

27 

bleachery  emp. 

191 

Connelly,  James  J. 

34 

auto  fac. 

191 

Connelly,  Martin 

24 

machinist 

191 

Flannigan,  Michael 

31 

em.  wh.  emp. 

rear  191 

Cosgrove,  John 

52 

lauorer 

19iy2  Gesso,  Joe 

41 

mill  hand 

1951/2  Barlow,  Amos 

27 

rub.  fac.  emp. 

195 

Schofield,  Henry  A. 

37 

machinist 

195 

Doyle,  John 

54 

water  dept. 

o\j  rieara 

195 

Woodman,  William 

40 

mason 

^       1951/2  Lentini,  FrarLk 

32 

in*?  a P't 

1951/2  Ferrera,  Salvatore 

39 

Metz  CO. 

197 

Moriana,  John 

23 

bleachery  emp. 

11  Oak 

199 

Koulis,  Dormas 

37 

mill  hand 

201 

McDonald,  John  H. 

45 

blacksmith 

205 

Basili,  Charles 

22 

barber 

205 

Terrazi,  Luigi 

26 

barber 

rear  213 

Balso,  Salvatore 

29 

mill  hand 

rear  213 

Castillano,  Angelo 

67 

mill  hand 

rear  213 

Profita,  Frank 

3V 

tailor 

rear  215 

Suick,  Joseph 

47 

mill  hand 

215 

Profita,  Frank 

37 

carpenter 

215 

Cacciatore,  Carmelo 

34 

W.  w.  CO. 

0.  C. 

241 

Boland,  James  A. 

65 

stone  cutter 

245 

Biaggio,  Floridio 

33 

shoe  maker 

245 

Floridia,  Sebastiano 

24 

shoemaker 

245 

Cerisa,  Guiseppe 

33 

Metz 

245 

Nicosia,  Antonio 

38 

gardener 

249 

McCarthy,  Felix 

40 

teamster 

261 

Alberti,  John 

21 

machinist 

205  Newton 

261 

Albertie,  Salvatore 

52 

grocer 

261%  Franchina,  Vincennes 

33 

tailor 

271 

Hale,  George  S. 

64 

fireman 

285 

Fay,  John 

43. 

laborer 

285 

Morley,  Herbert  H. 

50 

machinist 

i88 


WARD  7. 


House  No. 

285 
293 
138 

rear  138 
160 
160 
160 

rear  160 
162 
166 
166 
174 
176 
176 
176 
178 
196 
196 
196 
206 
214 
214 
214 
214 
214 
222 
226 
240 
240 
244 
250 
250 
260 
262 
264 
262 


Name  Age 

Morley,  Louis  22 
Wolcott,  Edmund  S.  5^ 

Dyer,  William  6') 

Gosslin,  John  59 

Harold,  James  J.  42 
Thompson,  Thomas  E.  24 

Pellitier,  August  J.  35 

Wright,  Frank  H.  33 

Lyons,  Michael  64 

MoCann,  Frank  J.  40 

McC'ann,  Patrick  J.  38 

Walsh,  Michael  40 

Kain,  Michael  54 

Riley,  Daniel  H.  28 

Riley,  William  M.  27 

Hull,  Albert  D.  43 
McGaffigan,  Daniel  J.  41 
McGaffigan,  Patrick  J.  40 
McGaffney,  James  A.  37 

O'Brien,  James  74 

Condon,  Edward  26 

Gildea,  William  26 

Mula,  Alphonse  27 

Mula,  Giuseppe  22 

Parrize,  Domenico  29 

Mahoney,  Daniel  38 

Chun  Lee  34 

Cacciatore,  Philip  33 

Cacciatore,  Settine  27 

Cacciatore,  Stephen  37 

Meiia,  Joseph  37 

Hussey,  Martin  70 

Burke,  Michael  58 

Vacarello,  George  2G 

Porretta,  John  40 

Kyte,  Ambrose  J.  68 


Occupation 

draftsman 
conductor 
piper 

foundry  emp. 

r.  est.  agt. 

teamster 

Metz  CO. 

machinist 

bleachery  emp. 

laborer 

foundry  emp. 

grocer 

gate  tender 

carpenter 

carpenter 

grocer 

arsenal  emp. 

mason 

machinist 

grocer 

mill  hand 

bleachery 

barber 

laborer 

mill  hand 

teamster 

laundryman 

grocer 

mill  emp. 

barber 

city  emp. 

laborer 

mason 

mill  hand 

machinist 

mill  emp. 


Residence  April  1,  1917 


43  Hall 


32  Calvary 
32  Calvary 
32  Calvary 


Day 
4  Calvary 


OAK  STREET 


2  Frieberg,  Hans  54 

4  Eagan,  James  22 

6  Smith,  Frank  50 

16  Phinney,  Albert  41 

16  Farrell,  John  H.  33 

16  Farrell,  James  H.  60 

18  Gorman,  Edward  24 

18  Dykes,  William  J.  32 

20  Doyle,  Michael  J.  30 

22  Benlanino,  Viacolos  31 

26  Ryan,  Patrick  J.  48 

28  Ponzero,  Joseph  32 

28  Gazeano,  Giacomo   "  22 


bleachery  emp. 

W.  w.  CO.  50  Pine 

salesman  O.  C. 

barber 

mill  emp. 

mill  emp. 

laborer 

teamster 

steamfitter 

mill  hand 

molder 

laborer 

bleachery  emp.  O. 


WARD  7. 


House 

No. 

Name 

Age 

Occupation  R 

lesidence  April 

28 

oO 

buc.  tac.  emp. 

0.  C. 

iVlUlci,  1-jOUIS 

23 

ofilfl  ipv 

28 

V^dl  lilcS  LI  lU,  iVllCllctcl 

45 

buc.  fac,  emp. 

30 

42 

laborer 

O.  C. 

80 

XvXLZU,  l^Ilctllie 

33 

la  hnrpr 

Id/  uyj ±  \^  1. 

■^0 

o  u 

31 

la  hnrpr 

let  1^ Vyl  ^1 

39  Cjilvarv 

30 

C  1  aL/jULLl,  XvUboU 

48 

la  liorpr 

30 

Avr»T'inr»    TV1  inViolo 

22 

mill  hand 

0.  c. 

30 

38 

mill  hand 

1X1111  IICI'IIU 

63  Oak 

30 

0_pc;i  C,  V^dXlJ.illt/ 

35 

laborer 

52  Cfllvarv 

fj          V./CI/1  T  Oil  Jf 

rear 

32 

35 

molder 

30 

X' 1  dXlv^Col^LI,  i^ll-^L^old 

36 

mill  emp. 

63  Oak 

36 

JC  ly  IILL,    O  LCjlJllCil  -Li. 

41 

fouTiflrv  pmn 

IVyUllUl  J  Olll^. 

38 

SViprmji'n  TnTrn 

OXXC^l  iXidXL^  OULIXX 

23 

machinist 

40 

Carroll   Rrlward  W 

Vvdi  1  wily   lliLl  W  dl  u.    vv  • 

40 

fireman 

42 

Gillis,  William 

23 

machinist 

42 

Gillis,  Angus 

50 

PTIClTlPPr 

^  11  ^  1 11 V/ V^/ 1 

rear 

42 

Cain,  John  W. 

42 

coTKiiiff  nr 

42 

Russo,  Carl 

26 

fniiTidrv  PTTin 

IV^UllVll  Jf  ^111^. 

/Tm  1  n  t  a  1  n  Sf 

X'UUXlLdlXl    O  ti 

44 

Doradzio,  Luigi 

34 

voting  mach.  co. 

48 

Parella,  Joe 

23 

r.  r.  emp. 

50 

Parella,  Anella 

30 

r.  r.  emp. 

56 

Doherty,  William  F. 

49 

ba  kpr 

56 

Doherty,  Arthur  W. 

24 

Sfll  fl  PTlt 

58 

Shaughnessy,  Michael  J. 43 

^toTiP  mttpr 

34  Tnhn 

60 

Reitchel,  Paul  A. 

23 

Rn<?tnTi  p1 

w 

60 

Reitchel,  Edward  R. 

21 

clerk 

60 

Reitchel,  Max 

46 

molrlpr 

111  WlVi  V>1 

64 

Downing,  Robert  H.  • 

30 

clerk 

64 

Downing,  Robert  F. 

62 

painter 

70 

Mannerino,  Joe 

37 

70 

Mannerino,  Guy 

26 

Udl  Uv^l 

70 

Guzzi,  Domenic 

41 

mil   f  a  pf  pmn 

76 

Paladin,  Frank 

33 

ma  ssrni 

Illu/O  WIX 

76 

Garci,  Domenic 

41 

fpornof  p-p 

76 

Casinella,  Domenic 

32 

fminHTv  pmn 
iLiuxuxij'  ciii J/. 

76 

Casta,  Joe 

31 

siTi  npm  nVp  r* 

O IX  W     111  d  xV  ^  X 

80 

Mooney.  Thomas 

53 

laborpri 

1  dl  U\J  1  ^  1  j 

80 

Duffy,  James 

35 

h»n  p    f  a  p  pmTi 

86 

Glynn,  Peter 

45 

tpa  m  «!tpr 

rea,r 

86 

Garrachi,  Vitonio 

27 

hin  p    f  a  p  PTYir* 

7 

Malone,  Patrick 

60 

mason 

7 

Malone,  Patrick  J. 

22 

arsenal  emp. 

9 

Tingman,  Albert 

36 

mill  hand 

11 

Caia,  Merio 

34 

shoe  maker 

11 

Caia,  Rosario 

30 

shoe  maker 

11 

Moriana,  Giovanni 

23 

bleachery  emp. 

13 

Moziart,  Carmela 

39 

mill  emp. 

15 

Bourke,  Michael 

81 

retired 

15 

Gampisi,  James 

42 

shoemaker 

15 

Lembo,  Philipo 

31 

barber 

t^o  WARD  1, 


House  No. 

Name 

Age 

Occupation           Residence  April  1 ,  1917 

rear  15 

Caia,  Mario 

33 

shoemaker 

11  Oak 

rear  17 

Ricciato,  Vitio 

40 

bleachery  emp. 

rear  17 

Fort,  Joseph 

25 

mill  emp. 

O.  C. 

17 

Lupo,  Domenico 

31 

laborer 

Bergantino,  Giovanni 

55 

laborer 

19 

Bergantlno,  Nocholo 

24 

mill  emp. 

25 

Bergantino,  Mose 

31 

mill  emp. 

31 

Lacava,  Domenico 

28 

mill  hand 

37 

Lacava,  Miguel 

49 

mill  hand 

49 

Silver,  Martin  J. 

26 

mill  hand 

49 

Silver,  Thomas 

21 

Metz  CO. 

57 

Buitz,  Antonio 

36 

Metz  CO. 

57 

Gazzani,  James 

28 

mill  emp. 

63 

Mitchika,  Joe 

35 

laborer 

63 

Niciosa,  Francesca 

31 

mill  hand 

63 

Rosso,  Antonio 

38 

bleachery  emp. 

69 

Moriale,  Girolamo 

32 

laborer 

69 

Panzero,  James 

34 

laborer 

69 

Scalise,  Giuseppe 

33 

gardener 

0.  c. 

69 

Barbo,  Dan 

42 

shoemaker 

o.  c. 

■  77 

Donlon,  Michael 

30 

bleachery  emp. 

79 

Dooley,  James 

29 

bleachery  emp. 

79 

Healey,  Patrick  J. 

41 

laborer 

79 

McFaden,  William 

30 

bleachery  emp. 

89 

Jones,  John  J. 

4,5 

clerk 

PINE 

STREET 

62 

Chisholm,  John 

49 

watchman 

64 

Macmanus,  William  F.  28 

chauffeur 

129  Felton 

64 

Arn(Jld,  Leslie  A. 

29 

mechanic 

0.  C. 

68 

Charst,  Emile  M. 

33 

carpenter 

Maple 

70 

Ryan,  Timothy  F. 

56 

mill  hand 

70 

Ryan,  Martin  J. 

22 

bookkeeper 

72 

Joubert,  George  W. 

49' 

expressman 

74 

M elver,  James  T. 

37 

truckman 

74 

Palmer,  Frank 

27 

mason 

74 

Duddy,  Walter  F. 

25 

soldier 

100 

Dinsmore,  Ernest  P. 

28 

W.  w.  CO. 

Ash 

100 

Pitts,  William  H. 

27 

ntachinist 

Gorham 

100 

Condon,  John  J. 

53 

laborer 

118 

Smith,  Samuel 

60 

r.  r.  emp. 

120 

Maclntyre,  Alexander 

31 

carpenter 

122 

Commons,  Edward  P. 

28 

teamster 

124 

Cox,  Peter  G. 

52 

laborer 

24  Calvary 

124 

Gox,  Frank  B. 

26 

junk  col. 

Calvary 

126 

O'Brien,  Michael 

50 

coal  yard 

0.  C. 

126 

Spellman,  Michael  F. 

35 

teamster 

172  Newton 

128 

Hennelly,  Arthur  A. 

21 

machinist 

128 

Hennelly,  Michael  J. 

58 

bleachery  emp. 

128 

Hennelly,  Walter  L. 

21 

bleachery  emp. 

69 

Scanlon,  Daniel 

48 

hod  carrier 

Viles  Ct. 

WARD  7. 


No. 

Name 

Acre 

Occupation  F 

esidence  Apcil  1 

71 

Ma,shaii6,  Joseph. 

90 

Lli 

VV  .    W .  CO. 

94  "Winfhrnn 
Ot     VV  111  till  UJJ 

81 

Da,vock,  Michael  J. 

^0 

COdClUlldll 

SI 
oi 

xteceiii,  jomi 

0  y 

UltJdClltiiy  tjiiip. 

CQ 
oo 

F^tzsimmons,  John 

teamster 

oO 

LyiiadiiLO,  josyyii 

clerk 

C7 
O  1 

Quinlisk,  Michael 

DO 

uieacnery 

OI 

Gray,  Arthur  L. 

49 

"tu 

engineer 

qq 

L^ooper,  josepn  vj. 

organ  builder 

QQ 

J7J7 

r^rvriTiOT*     QoQT*c  T 

25 

Metz  CO. 

QQ 

oo 

xiiii,  jTLcix  1  y 

41 

Metz  CO. 

-LuO 

iM  Ul  LUll,    v^Llcll  Ico  jn. 

39 

clerk 

iNorioii,    1  noiiids  r . 

47 

r.  r.  emp. 

1  09 

wyuiaii,  Lrcoige  w. 

00 

machinist 

105 

VJTl  lliill,      VV  lillctli-l     1/  • 

65 

W.  w.  CO. 

ririffin    "William  TT*  Tr 

VJl  111111,    VV  llJldlll       .,  dl. 

prof,  of  languages 

1  07 

J.  V  1 

tJ  UliiloUll,     il  Lfllll 

telegrapher 

0.  C. 

109 

McCarthy,  John  J. 

54 

cigar  maker 

109 

Paige,  Charles  W. 

33 

foundry 

1  1  o 

1  ly 

Gazziano,  John 

58 

B.  m.  CO. 

119 

Gazziano,  Philip 

23 

W.  w.  CO. 

121 

Moraile,  Garmelo 

30 

mill  hand 

Papia,  Rosario 

27 

mill  hand 

125 

Holm,  Andrew  0. 

43 

city  emp. 

1  97 

McDonough.  Patrick 

J.  38 

em.  wh.  CO. 

1  "^T 

McDonough,  Stephen  J.  39 

auto  fact. 

STEARNS  STREET 

8 

Burke,  Thomas 

36 

U.  S.  arsenal 

1  A 

Rogers,  Andrew  J.,  J 

r.  25 

laborer 

1  o 

Burns,  Charles 

33 

machinist 

1  o 

IZ 

Hamel,  Arthur  L. 

35 

W.  w.  CO. 

1  A 

14 

Logan,  Frank  W. 

46 

conductor 

1  A 

14 

Spencer,   Frederick  A 

34 

Abethaw  co. 

lo 

Bird,  Edward  J. 

35 

machinist 

18 

Corkum,  Murray  J. 

40 

W.  w.  CO. 

20 

Corcoran,  John  F. 

66 

clerk 

22 

Thompson,  Fred 

51 

Gamewell  co. 

0.  C, 

38 

Johnson,  John  L. 

56 

W.  w.  CO. 

21 

Woods,  Henry  F. 

60 

waiter 

43 

Rourke,  John  J. 

64 

bleachery  emp. 

47 

Freel,  Stephen 

31 

baker 

Mt.  Pleasant 

49 

Crowe,  Frank 

54 

milkman 

TAYLOR  STREET 


66 

Glancy,  Thomas 

71 

retired 

66 

Senter,  Eveter  A. 

26 

meat  cutter 

68 

Bird,  Quincy  A. 

58 

machinist 

72 

Whelan,  John  W. 

43 

buc.  fac.  emp. 

72 

Mulhall,  Michael 

43 

city  emp. 

74 

Coen,  John 

50 

W.  w.  CO. 

78 

Glidden,  George  B. 

57 

machinist 

192 


WARD  7. 


House  No. 

Name 

Age 

Occupation 

Residence  April  1 

88 

Bartlett,  Edward  E. 

45 

marble  setter 

Chestnut  St. 

88 

Davis,  Preston  G. 

25 

machinist 

Chestnut  St. 

90 

Coolidge,  Clinton  A, 

36 

bank  clerk 

90 

Coolidge,  John  F. 

74 

retired 

92 

Carroll,  Michael 

73 

woodworker 

94 

Katwick,  Edward  F. 

21 

student 

94 

Katwick,  Ryner  C. 

52 

conductor 

96 

Lemmer,  Alvin 

49 

Metz  CO. 

98 

Regan,  Patrick 

44 

teamster 

100 

Leamey,  Thomas 

AS 

teamster 

102 

Baer,  Henry 

57 

B.  m.  CO. 

104 

Mattson,  Olof 

45 

tinsmith 

104 

Walsh,  John  T. 

44 

teamster 

106 

Rogers,  Henry  F. 

29 

em.  wh.  CO. 

108 

Berger,  Valentine 

29 

W.  w.  CO. 

114 

Carlson,  Gustaf  B. 

20 

W.  w.  CO. 

114 

Carlson,  Carl  A. 

57 

city  emp. 

65  River 

108 

Berger,  Valentine  L. 

28 

tinsmith 

lOSAKuse,  Knut 

37 

machinist 

141  Lowell 

110 

Maguire,  Joseph  H. 

35 

Am.  ex.  CO. 

Newton  St. 

110 

Maguire,  John 

65 

retired 

Newton  St. 

llOADunder,  Carl 

46 

molder 

116 

Ryan,  Michael  J. 

52 

grocer 

116 

Cullen,  John 

28 

conductor 

122 

White,  John 

48 

laborer 

122 

White;  Hugh  J. 

24 

W.  w.  CO. 

122 

White,  Arthur  J. 

22 

teamster 

134 

Halleran,  Martin 

59 

merchant 

134 

Macnamara,  Daniel 

44 

Molder 

75  Oak 

65 

Phelan,  John 

85 

machinist 

65 

Phelan,  Edward  S. 

38 

W.  w.  CO. 

67 

Prue,  George  H. 

45 

machinist 

73 

Ryan,  Patrick 

57 

bleachery 

75 

Gill,  Thomas  F. 

43 

em.  wh.  CO. 

rear  75 

Moore,  John  R. 

66 

janitor 

77 

Speth,  William  J. 

43 

upholsterer 

83 

Dale,  William  H. 

63 

bleachery  emp. 

63  High 

83 

Handley,  Peter  J. 

48 

bleachery  emp. 

63  High 

85 

Hurley,  Jeremiah  J. 

48 

painter 

85 

Hurley,  William  D. 

24 

clerk 

85 

Tyler,  George 

25 

jeweler 

85 

Tyler,  Joseph  R. 

31 

plumber 

91 

McQuiston,  James 

61 

foreman 

91 

McQuiston,  Irving  M. 

22 

student 

91 

McQuiston,  Raymond 

20 

salesman 

93 

Bolio,  Ernest  H. 

37 

bag.  master 

97 

Manning,  William  F. 

35 

em.  wh.  CO. 

99 

lyonergan,  Lawrence 

60 

clerk 

109 

Morgan,  Francis  J. 

24 

lawyer 

109 

Morgan,  A,  Leslie 

21 

B.  m.  CO. 

113 

Lawless,  Lawrence  M.,  Jr.23 

embalmer 

WARD  7. 

House  No.  Name  Age  Occupation 

113    Lawless,  Lawrence  M.    55  undertaker 

113    Lawless,  Raymond  A.    21  soldier 

113    Lawless,  Joseph  T.         28  carpenter 

119    Keefe,  John  P.  31  Am.  ex.  co. 

WALL  STREET 

Carroll,  Henry  P.        49  brake  man 

Carroll,  Hugh.  A.  32  brakeman 

13    Bonica,   Tony  32  mill  emp. 

13    Bonica,  Joseph  30  mill  emp. 

15    Cincotta,  Bartholemew  26  laborer 

McDonald,  Edward        25  bakery 

McDonald,  John  28  laborer 

McDonald,  Michael  J.    54  mason 

McDonald,  Thomas       33  baker 

McDonald,  Frank         21  clerk 

10   Vasquezi,  Thomas        23  machinist 

10   Vasquezi,  James  20  mill  emp. 

10   Vasquezi,   Onofrio        58  machinist 

WHITCOMB  STREET 


9    Widdows,  Thomas 
9    Maw,  George  H. 
11    Rourke,  John  M. 
15    Manning,  Thomas 
15    Manning,  George 
Smith,  Francis  S. 
Caruso,  Joseph 


38  machinist 

38  machinist 

32  steamfitter 

53  mill  emp. 

28  mill  emp. 

55  laborer 

30  teamster 


'93 

Residence  April  1.  1917 


Newton  St. 


Myrtle 
150  Alder 


3  Plympton 
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